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THE WHATSTHEUSE PLUMBING COMPANY. 





Ever Heard of It? 





AVE you heard of the Whatstheuse Plumb- 

ing Company down on Doilatory Street? 

You may not have known the concern by 
that particular name, and you may always have 
thought that its location was somewhere on Progress 
Avenue, instead of Dilatory Street. 

As a master plumber you will be interested in 
getting a close-up view of the inside as well as the 
outside of this place of business—how it was sink- 
ing into a sad state of general decay through neglect 
and indifference, and how Jimmie, the live son of 
Old Whatstheuse, ‘‘assumed the offensive,”” and 
started a “‘big drive’ for a better and bigger plumb- 
ing business. 

If you will read about the Whatstheuse Plumbing 
Company in William Robert Marshall's “‘Sales Sense 
in Fable,”’ which is running serially in “‘Domestic 
Engineering,’ you will find it humorous, interesting 
and perhaps profitable, in short, good, practical 
trade literature. 

Old man Whatstheuse represents a certain type 
of plumber, which still exists in many parts of the 


15] 


country. Ihis happy-go-lucky type is capable of 
hanging on the ragged edge of business for a pro- 
longed period. 

Successful men of the trade often wonder at the 
tenacity of men of this type, their dogged persist- 
ence in the face of impending failure, and the ex- 
pression— How Do They Do It>?’’—is heard to 
escape from their lips. 

In endeavoring to answer the question in part, it 
might be said that certain kind-hearted jobbers have 
much to do with keeping the Whatstheuse Plumb- 
ing Company on the map. For instance in one of 
Mr. Marshall's stories, Tommie Whatstheuse, says 
to Paw Whatstheuse, “Don't worry so much about 
paying the supply house, the more you owe them, 
the more they think of you,” to which Paw replies, 
‘Correct. 

The -Whatstheuse brand of craftsman is usually 
more or less of a nuisance both to himself and the 
legitimate trade of the community. His place of 


a sort of chal- 





business generally has a drowsy air 
lenge to the world which might be interpreted as 
meaning “Don't wake me, | want to sleep!"’ 

In spite of shop windows which are washed once 
or twice a year, and the prevalence of dust and cob- 
webs in corners of the office and shop, the Whats- 
theuse plumber sleeps happily on,: little concerned 
about the future—what his creditors might, or might 
not do to him. 

What does he care about your modern cost ac- 
counting for master plumbers or for better busi- 
What does he want with a trade 
Hitherto he has managed to eat three meals 


ness methods? 
paper? 
a day, and perhaps feed his wife and children in his 
cottage or in back of the shop. 

In the Marshall series of stories, Jimmie, who is 
the wide-awake son of old man Whatstheuse, finally 
takes hold of the dilapitated concern and proceeds 
to wake it up. 

The articles, ‘‘Sales Sense In Fable,”’ 


They are entertaining with a humor 


merit care- 
ful reading. 
that will hold your attention. A perusal of pages 


162 and 163 in this issue will prove this assertion. 
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The Abatement of Smoke from Low Pressure 
Heating Plants 


3y Osborn Monnett, Former Smoke Inspector of Chicago 
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the fire door. The defect of this furnace was found in the 
tact that the gases passed completely down through the 
grates enveloping them in flame and soon burning them 
ut Inventors, however, did not give up the idea of 
forcing the gases through a red hot bed of coal. In 
S50 a turnas , h S Tea i pr Tf type oO! the I oder 
wi . t furnace Va itented Dy lark Qutline ot 
this cy Thy a is ~~ ? Wi 

i t} c sket h I ] } 

In Clark’s§ furnace 
iyvain th ¢€ COOKING 
method ot firing 

vas used o1 i slop 

ng grate in the 
front part oe the 

lurnace me yndar 

; grates forming the 

F7 latter half ot the 

as rnace were laid at 

* —— 





deyrees resting on 
| | | j 
i brick bulkhead 


wall, the turnace be 





- wen Ere om om ot 8 ing divided by a 
Fic. 4 diaphragm at the 

juncture of the two 

grates, so that all ot the dratt had to pass upward through 
the first set of grate bars. The method of operating the 
lurnace obviously Was to sh ve hack the coked and rec 
hot coal on to the second grate and hill up the first grate 
ith tres it the dead plate the volatile matter ther 


sana ” | . | ef . 
iving to pass through the hot coals of the inner grate 


Another attempt to accomplish the same purpose wit! 
1 set of double grate bars was made by DeChodska, in 
1862 He sprung a fire brick bulkhead wall over the 
ner grate, as shown in Fig. 5, allowing plenty of area 
for the passage of gases to avoid burning out the grate 


> lin’ar Fs 


bars. as was done in Rodda’s furnace The first set ot 


hars, which were at a higher elevation, carried the cok 





ng charge of coal. This was a considerable improve 
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lirectly down through the bed of hot fuel the same as 
we do today. In 1860 Charles Fairbairn, at a meeting 
tf Edinburgh and Leith Engineers’ Association, described 
i down draft furnace, which was obviously used for metal- 
lurgical purposes and had a grate of refractory material 
t checker board formation. The hopper was covered, 


Apparently 


and the furnace operated by forced draft 
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engineers then realized that in order to pass the gas: 
downward through the fuel bed, it would be necessar 


for maintenance reasons to make grates of water cool: 
construction, and in 1862 we find Eastwood’s down dra 
turnace applied to a Galaway boiler which had all ¢t 
features necessary for continuous operation without bur 


ing out the water grates as shown in Figure 6 

From this date onward the down draft boiler princi; 
vecame firmly established, water cooled grates being o: 
of the standard features of design. Down draft devel 
ment in the United States centered largely in St. Lou 
and today this type of construction is more general 
used there than anywhere else in the country. For his 
pressure power plant work it came into extensive use 


an efficient form of furnace for high volatile coals, an 


later became recognized as having especially desirable fea 


tures when used in low pressure heating work. 

From the smoke standpoint the down draft furnace giv: 
rood results up to a rate of combustion of y As pounds 
coal per square foot of grate surface per hour. Abo 
this rate the volatile matter does not have time to dist 
away before the coal is sliced to the lower grate. 

Qn the other hand when used for low pressure heati: 


purposes, where the rate of combustion ts below 10 pound 


per square foot, its advantages are all the more marke 



































he infrequent periods of slicing allow easy accumula 

noof coked coal on the water grates, so that when 
is necessary to slice there is no danger of smoke forma 
tion because all smoke forming material has been distill 
from the tuel This is the reason why the down drat 
principle has come to be used so extensively in heatin: 
work in territories where smokeless operation of plat 
is demanded 

For best results there are certain requirements th 
ist be met in down dratt boiler design for heating wor! 
There should be sufhcient space provided for liber 


- 1 


uel reserve in order that a suppl 


y ot coked coal w 
iccumulate on the upper grate and furnish satisfacto 
ring periods. 

The water grate should be provided for free circulat: 
to prevent steam pockets and be constructed of such m 
terial as is best calculated to resist the well known c: 
rosive action of water in heating systems. 

Air spaces should be proportioned with great care. Si 
fhcient air Space should be provided to allow the cok 
oal to fall to the bottom grate easily when sliced 


| 
’ 


the same time air spaces too large will allow green c 
to fall through and make smoke, and air spaces too sm 
will interfere with capacity and require excessive chimn 
heights 

\nother important requirement is that provision shor 
be made for slicing the fire directly through the z 
of highest temperature without disturbing the upper stra 
of fuel during the coking process thus avoiding the forn 


tion of clinkers and the production of smoke 
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Plumbing and Heating Old Farm Residence 
of Revolutionary Days 


Problems Encountered and Overcome in the 
Installation of Satisfactory Water Supply, 
Sewerage, Plumbing and Heating Work 


By J. F. NEWMAN 
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should t f Tri necessa&’ry (jf ‘ourse to shut orn co 
| 
( it will be necessary to dig doy if But diggin 
easv tor the fellows on that tarm 
\ ‘ , }, ’ 
\ 1) ew j } wouiftt a ( (oss hear wamnnINne up throu 
na ] i. } ; 1 ] ] 4 ] 
a ve the Too s at 1), 1s bolted to the Key of t 
; . : , 
stop and waste, so the stop at (d waste may be convenient! 
‘ ! eo ] . ; | , . 
verated tro ymoove vround Whe the stop and wast 


ains empty throug! 
the waste hole at B. As the ground 


has a lot of cla 


vay very slowly w 











' 
piled in i lot ot loose stone around B ds a kind of 
reservoir to facilitate a quick emptying of the water pit 
ibove the floor [his arrangement is plain and simple ar 
has c ven Satistactiol 
[he teed house at ch cken ] 
cCOOps ind the vatering | 
+r ; rh ' the ( bya ken vard Mg Tor Pus M% Cold “| 
1s 
| 
are supplied with water by I 7 
imti-IreeZinyg lrants They mei Geman 
re of course, better than | 
the crude arrangement show! fee, | 
in Fig. 2, because the rods \= Aly 
can be withdrawn and new | 
f i 
\ is] ers put on at any time } Peed) || | 
, rt ~~ 
In bs » it will be neces- | 
sary to cut the concrete floor >) 
and dig down to renew the y\ ve 
stop and waste cock should \e , 
it leak Se LJ ; 
\t the dairy Ve have i dit \ ~~ ~ 
4. 
ferent proposition This , yp 
buildin r does not freeze like O, 


COODS \ steam houler 1S Mf), 
©. room for 
sterilizing milk bottles, ete 


so there 1s plenty of heat. 


What they do require in the dairy is plenty of clean, fres! 


water. Therefore we rana 1 


This is large enough for a hose to wash down walls an 


floors. The main shut-off valve for 
the dairy wall, ‘there being no necessity for another a 
We omitted one there. 


main underground. 
()ver at the cow barn we 


with a fire hose just in case of fire 


was well equipped with chemical extinguishers: but thet 
are some fires where a considerable 


leeded in a short space of time, and that is why we p 


on the hose 





the dairy is ins! 


terminated the 22-inch li: 
Of course, the pla 


volume of water 


-inch branch into the dat: 
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ke ir 191, Cc), a { FF (; } my A ty od 
’ ; . | , | ‘ 
| inside Ot the building a ] 1th Val\ (| rancn 15 ( I nt ! +] 
| , 
ff to supply all the faucets in the barn, feed roon LOO-ft at pre L 
| | | ’ ‘ 
1'4-inch branch runs over to the feed roo where ris s t this , 
}, ly¢ | ] ( )r ttf ey] . t > . ¢ | 
¢ es into two I-tinch Talit Cs { Supplies a H)- ‘ " Y ' ‘ = wd 
Ai galy anized houler and tatik he ater, t! oOtnel Sup- cit ( Wt { VALCT if} | 
‘ Pe . on aes on? } ey et + o> ] e117 0997 ] “TET : | ¢ } ‘ 
id wate! raucets ro! bits ( al j i. ITLiN 17 i’ tile i ‘ 
| . oo- S| > , , ‘v7 7 } , } 7 ] > > } 
nch branch is run trom main over to Sup] ly the SHOW V sxet \t 
] | | } ] ° ] ¢ | 
troughs. On this line 1s a l-inch branch taken trom sho 
‘ , ‘ . . | ] 7 _ | ] 
t k heater The connections are valve as snown (Lue piace 
¢ ' , } “ id lrgrine winfer t | if 1 t f 
water 18 very COs quring Winter, and it S€ems TO 
: } , * : a4 > 4} } 
isable to warm it perore TUTTE 3 mio ne cow ‘ 
i dati — Ni eoeeine ¢ 7. | .s 
: By the arrangement shown in Fig. 3, this can | 1 
‘ ' *T*? 7 7 ; 
isl ne done. Lhe two vaives Can be T ¢ vulated to wive ' | 
: x } 
ny reasonable temperature to the water in the trough KA 
i ’ i ase? , 1] ‘ . tal vv @t . . peN . Leet. Ea eS so Tess = )| 2 
| isevacteen! | , } 
- vaarns are fitted with individual troughs tor the ae aad 4 
we tot - = 
| ail 11 | os in , ’ 
atid! is, the idea peimy tO Nave WaAile@l Crore them iil . j 
y -sa 7 1; > ‘ . fae P ’ ’ ' ’ 
tne time, and to have the Suppi1es separate so thre SallVa A hat Fed 
| . ‘ , ah sa 4, . terete - 
{ COW will not infect another cow, somewhat on {dp -ebettr-—dy 7, I 
| “S.4 Z 
] o,1 - : } | | 1 —s — ‘ ad | ' 
trie dual Cup OTadetl NO qoubpt it is the most nvevient i 
: ‘ 
a4 ; 
} l), ’ thy , ' ) th ; ty) , ‘ ; ? } ! ¢ , 1 . ad ‘ 
i! but on LIlIs rari e ALTIICT Dre f itt] a } : ceca “ ] 
; { 
} — | ee oe | ' } } 
if cement in the tlhoor running the uid i¢ oti 11) ’ j ] 
’ ; 
. - : 11 ; “eeve ~ } ‘ 
each TOW Or COWS his yAVe } {ro rohs 1m) all Ry I i 
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" | | . | a + ; 
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| 
. 9 r ; 
r purposes. When it is time tor water the it Hi tA ’ 
] ] | " | ] 1; } 17 i ee ee res “< } 
te! een sweeps out all Wnused reed alla (flirt, then iis ee } 
} i hie epee ie 1 —. 2s 
the trough by hand trom the valves shown in Fig. 3 \nd 
i 
° } ‘rr ] 1, ] ‘* 1, . , '’ 
‘ ¢ COWS have drunk their fill he drains the ren alt 
. . } 1 
iter to the sewet thoroughly cleanin tit the “a ’ , , 
LITT) i1Ti¢ ta es at t ti) revTE Cy »7) 
at the same time, | a , 
CLAOW TOT Alle { COoOmnecled oe VA Tile Vat thy 
air ull pen, however, and the maternity pens have —_ : ) - ) 
Diese i¢’] «y\A i? AY ¢ ‘ ( t 
| i 1 , ' ‘ 
\ i] troughs Lhe calt }>¢ S tlave Hote tiie Caives ' ' 
. Lilt \ 1ivVe al 1 ihe eke | TI (il T ¢ i 
being ted by pals. 
“ SilPOoOW OT] 
° 1 ‘ { , ‘ 
finishes the Suprect | Wate! qdistripbution tv Chie i + | or4 + 4+) . ‘ : ler " olague } '? ; | ] 
1] { ( ( () ( tici Lilie ( f { ‘ reed) ri? i} 
nr : ] 
ise and outbuildings pint 
‘ T ) ié ’ ’ ’ ‘ »717) 7) 11 ‘ ‘ i] ‘ et 
’ | ‘ , 7 , 
~_— qo ee STOW T) Cl { i ( tilat 1 payne LIPPPOEV INE Live 
*« i i : 
1 " } } ex¢ | } | , : + | | ¢ | 
- -_ : 1 ()¢) t Tif } pte? ‘ Prite ie’ i] WAT ¢ | 7 ; 7 es t i¢ 
£ a Par Ay ; | , ; ' , , 4 
Paha, 7 t+ 7) ? a | ’ ql? t ’ ’ | ? } ? ; Teas ’ rr se 
I3 ’ | C COTPTTICC tI {)} () t | if] i ‘) i { { i { }? ( q’¢ | 
ae a om ’ 
\ \eee | ae 
UCS 10NnNS Nea. | 2 connected with the return CC » Care tor the ! 
\ e ¢ | ‘ | ‘ \ ) , | —— 17 
=. a " Lu densati mm) return mrouchn 1 \ CH) 1] ' i] i\ 
— ° a y 
(eppassty us sah ] ] ] bieae _ ; 4 ; } , | 
an SWers : "1 larve enous provided Ul pipe ts ppd 
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ADDING A NEW RADIATOR IN ANOTHER BUILD- to the radiator 
ING TO AN OLD SYSTEM. 


()n the sketeh submitted stiff , _ 
branches connect with radiators | 

Editor “Domestic Engineering’: The accompanying lati, med ti alec tin cenitwntudd ile ad 
et lig. 1, shows the layout of a one-pipe steam heat eieteen nienath naeces with the visers 40 1 ; 

system, which has been in use for four or five vears these branches being taken from thi i i) 
have been asked to add a new radiator to this system, or 45-devree connectio! using ells and ny 
e 7 tor to be installed in a small building. which is 

ted a distance of 25 feet from the building in which 


heating system 1s installed. This little 
» basement. How am I t 


H y¢) eo + 


to the new radiator: 


HOW TO INSTALL A STEAM HEATING SYSTEM 
build- IN A BUNGALOW. 


) run my pipe trom 


n, Towa. V. D. steam heating system in a bungalow Phe buildia ha 
just Corie oor mad Cytie ba ement \ ¢ ‘ , thy — 
| tch submitted by correspondent we have in- is some way of laying out a eam) hheatit that 
is nearly as we can, showing the same by Fig will work very well under these nelit | ot 
with some additions to the piping system to course. will be on th — rr ita Wy, 
thre characte r ot the installation desired would like te re eive Out sug ; a voxel . | re 1 
sketch we understand that the floor of the showine the hest method of inst Wis “a 4 
which the new 100-ft. radiator is to be sup- Detroit. Mich A 
} inches lower than the tirst floor of the main 
| : theater, in which the boiler is located. Just From the fact that steam is mentioned in tl] 
ndition will affect the character of the piping pita inntim:, we bade. tat sinter tn thie medic. ons 
. r the new radiator is hard to say, as. not know re spondent desires to et pl y ts sormnine 4 —— 
ene ht of the water line of the houler, it 1s dit We regret that complete floor and el ition plat vere 
. It to advise exactly as to the installation. not sent us as there are so manv conditio: aie 
é 
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. | ‘ sa * . “* , Be « . . . 7% ’ : S ws , > , 1. 
ifa i installat tr the heating apparatus sufficiently low that the condensation trom the rad: 
that a study of the building plans would be advantageous can drain to it by gravity. 
If the boiler to set on a fio level with the radiators The general character of the installation is show: 
‘ - ‘< . 4 | = 7S , » 2 7 
sary to use the overhead system of piping the sketch, Fig. 1. The method shown, however, 
' ply pip ind ti return pipe or piping must be adapted to suit existing conditions. In planning 
; ; ; : 
— ' nt , ' ‘ the return of the holler installation of the piping system the high point ot 
() vise t vater line of boiler will flood the radiators piping should be at the top of the main riser fron 
- ° 1 ' ‘' 1 . 
\\ wha f the opinion that the best method of handling oiler, and from this point there should be a co: 
’ ’ , 11 , } ‘* 4 ’ : " so ‘ 1 : . : 
tiie vate! madensatiot ind returning it to the bouler tall ot both supply and return pipes to, or ending at 
‘ - ; ry" 9 1 . 1 : ' 
Vv « 1 condensation pump If electric current receiver, lhe main may be run through the attic or a 
’ ‘ thors method 3 quite simple and easily in the Hoot (>! the attic and all branches should he ta 
7 . ‘ ‘ ' 1 ’ » 
tallied Phere are everal makes ot condensation pumps trom the bottom ot the main with 45-degree connect 
| 7 | ‘ . 
if { ‘ or} the market whic nh may pe l he idiator S may bye connecte d One-pipe, aS Sugee 
id tor t yy our sketch, or two-pipe if this style of connect! 
. ; . 
' ' ‘ if returned }y yravityvy to desired VO drip irom drop supply lines or Irom ft 
ee ae sf - :, +] 
m receivel In connection with this receiver as tors should be connected to the return without usu 
‘ I , , . * } . 17 . , , | ‘ ef , , ’ wl ? 
i ij ifatul ere iii Ce t Vil check valve aS indicated On sketch, and a 
a f 
f | —_ 4 7 me 4 
” “ “> \ 
7 £4  — of = ——— aaa — 
——— | a 2 inh il a nneinninlannniein te 
/ ' j , 4 | i 
; j ’ ; 
ee eee et ee ee tet ce ee ee ee ed oo. ee eS ee ee ee Se ee ee eo ee ee deen x: 
F* Sat, > , / - ly 
i 4 i } | 
| Cc ||? 
| Sy Pv tc A ID<«4 i 
| / ry, ' 
| i) i 
| | 
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Pea. 2 t i | Pece ver 1] 1} 
sunniiel ’ i} 
* ; a) / g———# || 
~~ » <4 2 ~ —_ i | 
i | | ,¥ 
i} i} i} 
4 | . (£UMO 
i y ;* 
ms # aa . , PUNO { } i} 
’ Co) y, tt 
—_ a 
= + 
- & 1 if 
——5 — ft 
1 Nl marred 
hig 
il mp a t Of sufficient size to operate the valve having a very lght weight clapper, hung nearls 
une The condensation collects in the receiver until it vertical, should be used in order that a very slight v t 
ciently full to d p or discharge, and this move of water above the check will operate the clappe: 
ment closes the electric switch which starts the electri allow the condensation to discharge through it 
and pump, and the pump delivers the condensation horizontal pipe in which the check is installed sho 
f the borer throug! the return openinye avainst what reduced to ! inch Or inch. 
pressure may be upom the system. When the re \s stated before, we believe that this type of app 
ceiver has been cleared of the accumulated condensa can be installed in a bungalow having no cellar, and 
tion it automatically returns to its filling 


position, this the suve | 


, 7) } 
estions ANG 


sketch given we think corresp nt 
switch which can suitably 


opening the electri aTTanve the work. 


1 s | 
huts off the current and stops the pump 


he operation of the pump and 


AN UNSATISFACTORY STEAM HEATING 
SYSTEM. 


‘ | 
receiver which 1s entirelv automatic and imexpensive to 





iintain as the electric current is used only while the 


receiver 1s dumping or while the pump 1s in operation Editor “Domestic FE 
lt this system is used to warm the bungalow it will be 


all pit near the boiler f 


iwineering”’ We are enclo 
rough sketch of a steam heating job that we are 
| 
necessa&ry to make a S17 


for the trouble with There are two radiators in a small : 
accommodation ot the pump and receiver which should set the thoor of which is just about on a line with the | m 
a 

















February 3, 1917 DOMESTIC ENGINEERING Lod 


iuge glass, the ordinary water line being just al 


OU shows the installation of the work as we understand it. 
I way up the radiator. The return of the radiator is (here is practically no movement of the water in the 
ied several feet below the water line. ‘The trouble basement radiators below the water line, due to the 


1s s. that the radiators only get hot on top, that por- steam pressure in the boiler maintaming a certain height 
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ti) { them below water line ts ice cold, notwithstand- of water in the returns. and as a re 
Mn the tact that the 3-inch return into which they bleed radiators 1 bottled up and rema | 
is always hot. Bir ea t| | ! 


uld a check valve on bleeder remedy the trouble the hot water ot condensation trom: thi 


ll we have to raise all ot the radiator well above part of the heati ystem ne through 





. . ,’ sane | } ‘ 4 i} . , . ‘ ’ | | \ 
tiie vatet line: returned cs tive panied tf) ite ic’ iti cf 
4 2 » 1 . - , " _s — “ | } ol ’ ‘ 4 +7 ‘} +] ? ;} ? | 
veral fitters have looked at it, and they all express the bower pressure as im ¢ Casi ler 
mz ~~ 7 7 ~ v — - , pwr — we — ve 
>. . + s. +. — 4 i a z — + As. “i. Doth “ An os An a " ca oe a 
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a ent opinion; we would certainly appreciate your basement radiator his ¢ 


the subject. that the end ot thre steam mall 
, , > ] | ¢}, ‘ } ' the | slo? +} 
itanooga, enn. kK, X in iS Suthicientiv tar avove an VATOT Litie Or thre POVICT lal 
t } ‘ . | , 
SL the static head ot Water, required » Equalize ft 


sketches submitted by correspondent are prac- sure on the system and furnish the additional pt 
like, one being intended to show a section plan necessary to put the water back into the boiler, may 


other an elevation plan of that portion of the had without flooding the end ot the steam ma 





Wor vhich is giving trouble. Our illustration, lig. 1, The most simple method | Ur 
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WIPING SOLDER AND TONE UP 


BURNED METAL. 
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{.—The Knipschild Plumbing & He 


, ited w capital of $1,000 
ire M. J. Hlowe, Edgar Darr and R. A 
pschil 
( | ’ | ihe \ it Z le od Plumbine & 
{ ( ) ted vith i capital (>] 


Pittelkow Hleating WX engine 


Co. has bee rporated with a capital of $50,000 I 
7 rporators a Arthur G. Pittelkow, B. F.) Mi 
ind (,. G. Prentis 

Chicago, II Fullerton Plumbing & Ileating ¢ 

one nceorporated wit! 4 capital of $10,000 Phe 
corpora ire Charles R. Gold. Julius Hl. Zar at 

' at lorne 
( | i {) Phe Spohn Heating & Ve ntilati 


— of $10,000 I} 


Wallace |] 


eq WV ith a Ca 


Corporators are MI. holding \ ha Wald, 








Schat ind M. | Ralcom 
me hkeepstie, N.S \lbert ( Snuth & Co. hay 
, t¢ vit a Cap t | or S1LOO00 to conduct a | 
i neatil f - hie ] oOrporators itt 
( S t| % ik ¢ \ |) Bernett 
lla ( if Nias lool Sch LuISS Plumbing "a | ir 
’ ha ened an to-date establishment =o 1 
Sc] ills 3 Moat street Phe members 
company are Jo Schmauss and John L. Gludt. 
i ls t \ lustice ras Spark s have Opens i 
establishment re and would like to re 
Cat il ( ers il d Manulacturers ot plus 
, has secured the contract f 
tallatioy t plumbi systems in two new residences 
°: 3888 $32 


























has sold his stock 


sland, I] Frank L. 


Yerbury 


to Channon & Dufva and will retire from the plumbing 
business 


lay \ 


retires 


La Crosse, Wis.—The plumbing tirm) of 
Daniel 
Davis will continue the 
Warren, © Hardman 
Heasley Heating & 


which he 


en dissolved Leary 


()’leary has be 
(;eorge business. 
(reorge has purchased an 


est in the Plumbing Co., on East 
ket 
fifteen 
Muscatine 
Rolland has 
Nestelbush 


will continue 


Street, with has been associated tor the 
VCa&s. 


The 


been dissolved 


Nestlebus!i «& 


\f- 
vil. 


lowa plumbing firm of 


by mutual agreement, 
. 7 | 
interest ana 


M ul! 


Rolland’s 


old 


purchased Mr. 
the 


having 


the business at stand, 515 


Avenue 
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Why Massachusetts Plumbing Examiners Rule Was 
Declared Invalid. t 
¢* 7 ST] (iT thre Niassa Wserts S1DOTr e! { | 
1 1 ] | ] | ’ 1 | ' ‘ 
~ * les a «>? Ti\ ' , ‘ | 14 \'7 ‘¢ 44 ‘ i ‘ i i 
ere ‘ ; - 4 . . } art t¢ ’ * 1 ‘ cf é ? ’ 
T ¢ hye 1} (? 11 ited ror ¢ i if | I " ~ | I Cl ( | 
‘ ij ’ 
reported 17 i rs ert <—e ‘ ; wres c* , 
te is follows { 
| t | 
Is Is i Cast cl i! { leten init i ak 
Carthy of Northampton, Mass.) with being « eed | 
1 1 ' bye { i 
hlIST] = SS (>t i 1} aste! 1) ? ¢’*T \\ ti} iif 1] an; cf ‘ ' 
' ' 1 ‘ 1 ¢ ‘ij 
f sed as suc} ConrtTrarvy to tHe Stat ! ( rerTena . 
" ; ; ; ‘? 
" on 1 1 , , ‘ a7)? , ' . 4 vi 4 ( 
\ is i?CecmsecG Aas a a. © ey i Lil PELLET mc I ) 1 ) a. { 
‘ a ~ ‘ ¢ , i 
ister plumber. Under a rule attempted to be promul 
, | 
; ‘ ‘ . 1 ‘ Live 1? ‘ i | 
vy the state examiners of plumbers, approved by 
, ee e | ‘ 
State Board OT ‘ae ilth the at te? lant Co Id nor take 
‘ ; lever} > 999 ' ] ¢ { i ‘ 
examination to be a master plumber until the lapse ot 
| } ‘ ‘ 
’ : 1: ' ; , ' delicate , 
ee vyears trom being 11censed aS a JOUFHCYVMAaAN PluUMpDe., 
? fast ‘ ‘ ‘ +? ‘ 
° - 1 1 : . Lait ‘ 
until March 25, 1917, he havine been leensed as a 
} ‘ ‘ ‘ 
‘ on , ' f a ie mf ; i j t 
rneyman plumber on March 25, 1914 lhe detendant 
1 
° 7 «i * | | { ill? ! i 
ed at the trial that he had a piace Ol] business im 
; ? ‘ ] 
] ] ] 1 + ‘ ] ; | Poult | ( i 
thampton, where he carried the stock of materials 
+} ‘ } ; ; p ‘ , 
iit i C'yEt) 
il in such a store and necessary tor doin the plumb : 
| 
| } ] i | Tf | ‘ 
LWSInNe ss na that he } ic] contracted {tO ) yitd? We 
' ‘ | i] 
ti : ? i q*? i es i | | 
Bee 7 ] iiit { j i 
ind had employed urneymen plumber Pher 
‘ ' ? ’ ' 
. 1 ‘ T¢ ( i i {>| i | 
" othe evidence tend tO < | c>\' Tha? he ] iq cry 
‘ ¢ ‘ Te } tT ¢ i i 
{ 1 té f 
ed at least one journeyman plumber TO several : 
4 ; ; 4 
‘ : 1 ‘ 1} " ( j } 
mnths, who, with the detendant, worked at plumbing _ 
| 
P . Tsi17 { 
Prous place S [his ( vide mce was Suificient tO show aelnte 
| | 
‘ ‘ ‘ i ‘ ; 
| ’ | f ; 
rié maa conducted the business aS | T? } ter ry ly hey 
1 ’ n be r ? ‘ | { ? | j ' 
th the statutory definition of that term 
| 
‘ ‘ ’ ? ‘ ‘ ‘ 
‘ ‘ ‘ 1 iiift 
it bears so close a relation to the ]>1 ar eaith ' 
‘ ‘ , , 
. . 1? { i | 
t its regulation as to those conducting the business, as 
t 1 .. 8 ] } 11} a Ce { | ! | I 1 | I 
as the crattsmen working af the trade, are suprect to 
tery yt | if 
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—" 
—" 
. 
—~- 
J 
—_— 
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j 
= 
s 


within reason: 


| 
that the licensing ot journey, 


| | | 
plumbers Vas \\ than THe POlIe? pDOWCT (7 THVe Tate 
| ] ] 1 
quire the same result in the case at bar as to the regu 
‘ ] 
of master plumbers 


eulations providing for the licensing of those 


e1 ed in the business of plumbing have been upheld by 

n decisions. In some of these cases the particular 

tatute has been held invalid while the general principle 

has been sustained. * * * The defendant as a 

eyman plumber had the right to work for himselt 

al to take contracts for, or to do by his own labor 

pli ing upon buildings. But under the statute he had 

ht to employ other journeyman plumbers to as- 

sist the doing of such work. That would make him 
ter plumber. 

[he statute does not provide that no one can be h- 
censed as a master plumber until he has held a license as 
A rneyman plumber for three years It does not 
authorize the making of any rule to that effect. It only 


nacts that “The 


ich rules as they deem necessary for the 


' ) , 


state examiners of plumbers may make 
proper per;r- 
shall take effect 
health.” 


authorize the 


which rules 


state 


ince of their duties 


ipproved by the board of This 


nm goes no further than to mak- 


x ot rules to guide the state examiners in the details 


own duties. It does not extend to the estab- 


Officer of Corporation Drawing and 
for His Debt. 
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ifs ice 1 rpot Lo i 
the ofhcer’s control ts ld 
upon inquiry; and if a cheecl I 
cepted and used by the creditor, he 
Ing required to restore to the corp 
thereof; such use ot a check of a 
cient to put the creditor upor 
if iT h e] Sf | ( \1 ( 
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Never Again. 
\ recruiti erveant stationed 1 
met Pat and asked h to in tl 
refused, whereupe 1 othe erveant i 
refusing 
“Aren't the Kin and the IN alse} 


“Ves,” said the recruiting sergeant 
“Well,” said 
squabble, and 


Daily News. 
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IMMIE WHATSTHEUSE, the new plumber down neat ing into action and—next your activity attracted kixed 
t gas work \ ttracting attention: people were tention, and now here J] am, Old Curiosity.” 
t as a good sign ‘Just what brought you in and what do you lead to,’ 

i] tore | ed like a place ine vith a purpose gan Jimmie more puzzled than ever. 

! v tinually ma Inge his window dis- “Wait a minute, wait a minute, Jimmie my boy, first all 
ther thi t raw attention t is busine me to be sure you really know what curiosity means. 

| norning | sily engaged in uncrating several ou ever read Sir William Hamilton’s Metaphysics?” 

t be elivered the City Plumbing Jimmie shook his head. 

ly 4 Well, he savs something lke this:—‘This feeling, mea: 
Wit it ff | rolled a va riot ly curiosity, according to circumstances, 1s denominated 
elde r For Jimmie was hap prise, astonishment, admiration, wonder and when ble: 
' in ed improvement, and bette: vith intellectual tendencies we have consideration a1 
t tative us 7 } us t rSinie t om-t the obtains the name or ( 1riositi 
wa mit th tl me rehabilitated “Now then this morning you were uncrating somethin 
limn little different from the usual, were you not?” 

Con! ¢ morning the Id man clean-shavet rivht-eved Jimmi glanced at the closet combination on the floor 

nd dressed in a neatly pressed t had gone down town t surprise l}as it that?” he finally blurted. 

, r at the Citv Hall.” a e expressed it ‘It was partly that and partly a desire to know wi! 
What’s in the wind.” Tis e had asked quite casuall was and how it was different,” the “Voice” assured him 

“T Bear there } se ta hi me sewer work done dow You certainly are observant,” Jimmie declared in ast 

n nec] f the woods and I’m thinking maybe the ment, 

Whatst e Plumbing ¢ t ha i bid in on it.” tl you know Jimmie, to be a real curiosity, you must » 

, | 7 | ! renlied , ! , rte ] yvefant pic tal CTCUPrSIONS h, na the range f 

- I cones m Te rried mnncrated hereditary habit 
plumbing fixtur | think I get your meaning Jimmie scratched his |! 
Ho there!” excla i “Voice” at 1 elbow ‘What ‘Very well, now tell me what there 1s about that cl 

} ' sot there that is different from the large majority of closets, 
| ed rtled ‘ “Nee teocleye + thy ' | see ever day . 

terruptior “It 1s a reverse trap bowl,” answered Jimmie rather pr 
‘“AWho are “a final] ' na to articulate lv, “and it 1s different because it 1s reversed trom the « 
() T’rry ] 1 ( , +? " laughed the ‘ ' mon wash-down bowl.” 

renly How ?’ 

Oh'” escaped from Tj 1 have lv show ‘Well, look at this bowl, see it 1s a common was! 

11 we 4 hopes of hearing from any with the trap in the front, and this one has the trap tu 
r famil the opposite way.” 

Oh now” re nstrated ¢ vOICe | don't see why " Vhy is it reversed?” demanded old Curtosity. 

} ld have thought an thing about [ wre ery ‘Well it has many advantages 

faithful to any one gon long a uu are.” “What are they?’ 

“T didn’t know.” began Timmie apologetically “Do you know what a water seal is?” 
ait 7 e”’ tferriunt | vit Pretty nice hovs those “No.” 

Attention ho Did vou eniov their visits?” “Well, it is the amount of water remaining in th 
“Very much.’ and the water remaining in the bowl is on a line wit! 
“Learn anvtl 4 ed the Voice top of the trap in the bowl. Do you understand ?” 

“T learned what Attentror vas nel qf relation ft rogres “No, | don’t rasp _" 
minute and I will show vou,” Jimmie repl 
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“Wait a 


} 


nse in Fable 








sive accomplishment 
Good!” The “Voice” exclaimed Then he placed two bowls, a regular wash-down bow! 
sit OU "the n Jimmie hesitatingly. 1 reverse trap bowl, side by side, leveled them bv bl 
Oh, vou want to know about me, hey?” Well, as I told them up with little wood strips and carefully filled 
you, [ am old man Curtosit I want to know.” with water until they overflowed the trap in the bow 
What do von want to know 2” the water trickled out upon the floor. 
Anvt) that is new trange. unfamiliar. odd. novel. “Now look.” he demanded, “see how much mort 
" e errat fanciful. bizarre. eccentric or inexplicable.” space there is in the reverse trap?” 
“T don’t follow vou.” Timmie admitted unconditionalls “Ves, I see that, but why does that make it a better ; 
lia! That's where I get my name Curiosity, being in ‘Because it decreases the fouling space inside of the 
' tre desirous of seeing or knowing. eager to learn. ad “What do you mean by fouling space,” quizzed the 
dicted to resent } t mquiry ‘ vil hina rIé } “Tt means that there 1S le SS exposed surface in thi: 
efinition in vour dictionarv.” touching the reverse trap bowl, “than there 1s in this 
I am still groping for the connection,” Jimmie answered down wl. Naturally this bowl is more easily kept 
“Well, let's put it this way First vou attracted In- Do vou see that 
different Attention | thinking, rrect thinking. Next vou “Yes, I see that.” 
attracted his brother Normal Attention, by putting that think “And look here,” exclaimed Jimmie, running hi f 


A Pts, 9 LIT mye on ine 
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| ’ 
vr) «tine mside of the tront ot the Wash-down wl, Well J It L «il i i ( 
} ‘ ] * > +} " > e ‘ , 
see this hump, extending Irom the tront { Tt \1 I Lait Tilii \ i ( [ i 
, cyt? : cy 1, .? ; ‘ 1} ; \ , 
CLIININe I tine { LiC th i ss a til if * ic , al i . \ i 
} l eer ~ 11 
s, | can see that t At) d 
4 ’ \ 
5 ; , ? , ; Jv | > , ‘\ ‘\ \ ‘ t 
\ l iis one 1t IS ail Temoved 1 i I r¢ ( 
? 1] ’ ’ ’ 1? 1 ’ ¢ ; 
t i' iinY’ Space, Pua biflijs iiel { { { \\ 
11)’ ( i 
re CasV WOTAKCT 
, ’ 
\\ it a Vou mean \ i r¢ Cassy ! i ( - i 
Wi! \ { 
SITS 
nm ¢ i ? , \ \ 
' - hy }, scr hie li-aie } } ; 
nmie ran his hand through his hair, a e laughinah oy 
i} i ( 
vered, “you certainly do want to know. don't , Cusminarter teal 
\f ‘ seas -ocrama ! ¢ | . ‘1 ‘ ' | 11 
‘i \ iidquirsitiveness, | nope, al least SOW S Somme We lic hal wel j 
. s* | . | ‘ | ‘* . , ‘ ' ] 
CTICTES, replied the VOCE TALC! anterinyg! | TTVITV¢ if | ( ‘\ mere PyTyV ITTV ‘ 
Hey Vour para 1), limamie astily crite rec) | VA 17 ‘er. ; eon iP Ter ( r 7 sa? ' ‘ hy se’ 4 , tint 


\nd the more easv worker.” coached the Vote t 
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Vork done down in this Neck of the Wood und’ tt t ry VW i 


near there is voing to he some Sewer \ 


bing €o. might have a Bid in on it,’ the Old Man had replied a he det 


ell,” began Jimmie, “you see in the wash-down bowl, “What does he do?” began limmie, but. he 


iter after it leaves the rim here in front, has to climb alone 


t] ttle hump, that’s friction, and triction 1s lost motion Ma Whatstheuse stuck her head in tl 


that makes more NOISE also. In the reverse trap howl, whispered “(sone Jimmi 

will notice there 1s no hump to climb. Again in the Jimmie nodded seriously. “Did = you le 
. , To ee a 
: e trap bowl, the outlet leg is shorter than in the wash- asked. 
; - ' 1. ' on 

' ind that helps make it a more easy worker. | only could hear vou ' [ ‘ 
’ { 
~9 éé al . ** On cy? The S ¢ Prairie Ars < r; * 
st much more?” ventured the “Voice ne iS a 
eo | | | 7 4 ’ 
That makes four of them ndifferent Atte 


t enough to be considered, when vou take into con- , , ' , a4 se . 


tion the difference in all-around efficiency | 7 , ) 
‘*Ma I | mTiC\ ae . \ Cyt ~ iy 1] 7 we ft} ~ ‘ 





ll. that’s well worth knowing.” the Voice admitted ; 


don’t plumbers use more of them?” he added as an “Never mind. Jimmie bov.” consoled the 1 In 


: itterthought. ain’t kilt’ no man yet.” 
, ee ° ° . é . . 1 on ’ =? | Hy 4? a re ; - * \f : on tae Af , ; ‘ ; 
nm tf know, Timmie replied, “unless it 1s because They Wihist Hlere comes Gladis May w } 
Luillic W hit ” she cautioned i he | t | 


nderstand.” 
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The Relation of the 
2ommunity 


aster Plumber to the 


W. Pave, Secretary of Chicago Master Plumbers’ Association 





| 
1s accomplished. 


' \ to the i» or supply house for mater 
‘ ‘ ( eT TY? ke ¢ j | a> l fog Ol iry [his 
reat evil more Ptey poken of by the public that 
| 
‘ P ; ! nrnec? TT) ast} ? yi nese and 1< 
Calis i! nsatistactory relationshy 
t that other one thin every 
knows and talks about how the plumber continually lea 
the job. runs back to the shop for some little thing t! 
he should have had with him or ome little thing t! 
he could have had by calling on the telephone | 
ir the toh by the vorkmat s the cause of 
Cy trouble 1 the settlement o 1] due to compla 
try th, wnere 
On new work it looks particularly bad when the suy 
ntendent puts in his appearance and finds the plun 
not on the work He is usually informed by someone 
the building “Tle went to the Supply llouse for 
extra ttine. Or. "he rorvot his rule and went hacl 
the shop to get it.” In other words he torgot his he 
\eain. in the case of a small tob. assuming that 
bill presented was for eight hours’ time, the owner 
Say “Why. vou can’t charge me a dav for this \ 


plumber didn’t get here till 9 o'clock and he immediat 
went away, returning at 10. Then he worked till 12. « 
showed up at 2 and left at 4 o'clock. It 1s bad enou 
to Nave to pay for the man’s time back and forth fro 
the shop once without having it put over vou three time 
\ll the talkine that can be done to this owner does: 


take the bad taste out of his mouth or doesn’ 
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irk was accomplished in the short 
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When master plumbers see to it that provision is ma 


for the supply of materials from the shop or supply hou 


| 


to the job without the plumber having to leave same, th: 


and only then will the public forget this grievance 





The unwholesome appearance of the usual mastet 


unber’s place of business has had its share in bringn 
disrepute to the trade It has been so different to wh 
the public were used to seeing in other lines of busine 
that it became most noticeabl Many of the hbill-hea 


is wel] as the signs (91) windows and doors bear | 


legend “Sanitary Plumbing,” vet upon entering, one 
not impressd with an extremely sanitary atmosphere. TT! 
Is not true in regard to all plumbis ¢ shops, but at I 
there are 1 Tew of! this type ir ft (One 1s possibly ( 
fronted with a group of plumbers and laborers, a sal 


| | 
man or two anda neighborhood lounger. all talking 


7 7 | ° ° 
news and using the cuspidor-—but occasionally missing t 
| . - . ; 
mark Mountains of trade magazines are. stacked 


corners, back-number calendars adorn the walls, the « 
responde nce 1s scattered Over the at sk and tables. a it 
sprouts out of a watercloset, although perhaps a wat 
lily would be more appropriate, and a geranium grac: 


wash-bowl, boxes of old junk in the way of fittings 
on the floor, etc., ad infinitum. Perhaps some of you 
paint even more glowing mental pictures. In fact 


old kind of a place will do tor a plumbing shop. 


()n the contrary, a plumber’s place ot business, no n 
ter where located, ought to be what its name impli 


sanitary. It need not necessarily be pretentious o 
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ANNUAL MEETING OF THE NEW ENGLAND 
ASSOCIATION OF PLUMBING INSPECTORS. 


e annual meeting and banquet of t New England 
, , 
i? «>7T) ot Phin fy? ' ly spectors ’ held 17 thr 
+4 | , ‘ 
y House, Boston, on Wednesday, January 24th. and 
, } , a¢ | , | , ] " +7 + , 
CrestinYg DUSINeESS SeSsSION Serves tO make It f ( nost 
« | 
esstul meeting in the history Of the association every 
‘ ‘ — \ .. P bd ° ' . ' | - _— 1 , 
state in New England was represented by the 45 members 
attended, and letters Of revret Mrom most 1 tive “Al 
‘ " ’ 1. ? | 
entees showed that onlv urgent ness or ln revented 
] +] 1? ] TT e } Sane, 17 717 
ie that number trom beme present. 
| ' 1) ] , . | 1 
lhe meeting was called to order at 12:45 President 
| | . " : ’ 1 1 
| Salter. of Boston ind‘atter a short business ses 


the banquet was served, the members preterring to 


sten to speakers and conduct business after satisfying 
Mner man 
Senator (Clarence Hodge, of Worcester. wl () has ( rved 
the Massachusetts Legislative Committee, which ha 
upervision Of the bill to re-codity the Massachusetts 
wilding laws, was one of the euests of the day. and de 
an interesting address on “The State-Wide Build 
laws - He explained irst thie purpose Ot thre CON; 
ittee, outlined the care and consideration they have 
en to the new code, which the state proposes to put 
effect 
hy varmed the hearts of his auditors in particular 


ttee reports the bill to the Legislature the plumb- 
vs will be lett out It is the Opimiton of} the com- 


of the most far-reachine investigation, and that 


| ? . 
wivestivation should pe 1) the 


id of their profession His opinion was, he said, 


laws are ot sucn importance that 


lumbing 
ve determined upon only after the most searching 
ition and that they should represent the last 
regulations 


maroritv. of 


or the discussion which followed a 
bers present aired their views of needtul changes 
what legislation should be 
should be avoided 


est interests both of the plumbers and the public 


tate plumbing laws, 


| and that which 


carefully 
e served. 


e Richard W. 
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Irwin, of the Superior Court of 
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Is and 14, 1913 lhe twenty-ninth annual cor 
mitt (*] it AlTbanv. N \ wit headquarters Al thre ben 
I Hlotel] 

May 7 and & LOLs [he annual convention of the 
Kentucky State \ssociation of Master Plumbers, at 


Paducah, | 


(iu) . \ 
May 9 and 10, 1917.—The annual convention of the Na- 
tional Pipe and Supplies Association, in Philadelphia, with 
headquarters at the Bellevue-Stratford Hotel. 

lune 12-15, 1917.—The Ninth Annual Convention of the 
National District Heating Association at Detroit, Mich. 


with headquarters at Hotel Pontchartrain. 








— isc 











lersey Shore, Pa Stenner has secured the con 
remodelin the plumbs ind heatu systems 
| eerat 1] 
South Pekin. IT] lhe Falerv Heating & Plumbing Co 
secured the contract for the installation of plumbing 
eating systems in Robert Starr’s residence 
Kearney, Neb.—t | Burke & Son have been awarded 
the contract tor the installation ot plumbing and _ heat- 
te im a me $25,000 apartment building, in North 


(greentield, Ind [he Standard Heating & VPlumbing 
( has secured the contract tor the installation of a 
vapor heatu system ain the Eriends Church, at New 
Casth 

(srand Rapids, Mich—tThe Pulte Plumbing & Heating 


? 


(Co. has been awarded the contract for the installation o 
n up-to-date heating system in the East Grand Rapids 
school building 

Carroll, Towa.—G. M. Barley has secured the contract 
for the installation of heating and plumbing systems in 
the new high school building in this city. The contract 
amounts to $18,987 

Detroit, Mich Roos & Wood, of 176 M vrtle street, 
have been awarded the contract for the installation of 
up-to-date plumbing in the residence being built = for 


W. H. Jennings, on Iroquois Avenue. John A. Cullen, 


ENGINEERING Vol. LAXVIIT, N 


W oodward \venue, secured the contract tor t 


‘ j ‘ 
heating in this residence 
Syracuse, N. Y.—The Edward Joy Co. has been award 


the contract tor the installation ot heating and ventila 
ing systems in the new Vocational High School Bu: 
ing. the contract amounts to $39,500. 

Schenectady, N. \ |. R. Sheehan Co., of this city, 


| 


secured the contract tor the installation ot heating a 


ventilating systems in the new Madison School build: 


it Svracuse The contract amounts to $44,466 


FINANCIAL TROUBLES. 


New York City, N. Y.—A petition in bankruptcy 
been filed against Ilyman Hornstein, a plumbing 
tractor at $O Wallett Street Hfis liabilities are said 


be in the netieghborhood of $4,000 and his assets al: 


Greenville, Mich.—Jonas Church, a master plumb 
has tiled a voluntary petition in bankruptcy, scheduli 


his habilities at $11,847.37 and assets at $3,392.48. 
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Edward H. Hoffman. 


Edward H. Hoffman, a master plumber in Los Bat 


Cal.. died recently at his home in that city, in his 601 


veal \ son and a daughter survive him. 


Charles T. Holmes. 

Charles T. Holmes, for many years a prominent plu 
ing and heating contractor at Plymouth, Mass., died 
January 19th in his 72nd year, after a short illness. M 
llolmes was a native of Plymouth and for many y 
was chief engineer and master mechanic of the Robins 
Iron Co., which position he lett some years ago 
engage in the heating, ventilating and plumbing busin 
He continued to conduct the business until the time 
his death. Mr. Holmes was a prominent member of 
South Shore Master Plumbers’ Association. 

j William T. Bassett. 

William T. Bassett, of the plumbing firm of Howe 
Bassett, of Rochester, N. Y., died at his home in t! 
| Thursday evening, January 25th. Mr. Bassett 
been engaged in the plumbing business for many y: 


and he was a highly esteemed member ot the Roches! 


Master Plumbers’ Association Ile was also a mem! 
of several fraternal organizations. In 1897 he mart 
Miss Margaret Hanna, a sister of Archbishop Edwai 
Htanna, of San Francisco, Cal. He is survived by 


and their six children, two sons and four daughters. 
Daniel B. Wing. 

Daniel B. Wing, of Holyoke, Mass., until recently, 
caged in the plumbing business in Holyoke, died at 
home in that city on January 18th at the age of &6 
was the oldest member of the Holyoke Masonic frater: 
and a few months ago celebrated with Mrs. Wing the 6 
anniversary of his marriage. Huis wife, who is 81, 1s 
present critically ill. The plumbing business forn 
conducted by Mr. Wing is now run under the nam 
the C. F. Sullivan Co., and it was Mr. Wing’s custo: 
visit the shop daily. He was at the store only a 


davs before his death. 
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: ——~s\ Among the Wholesalers 


' 
| | 
and Manufacturers 
COMPANIES RECENTLY INCORPORATED. AMERICAN RADIATOR CO. DECLARES LARGE 
. : DIVIDEND. 
e Wilson Wholesale Plumbing Co., of Wichita, Kan. 
has been incorporated with a capital of $30,000. The in- Directors of 1] American Radiator | 5 
rators are: W. H. Wilson, Ralph Hendrick, Howard on Thursday, February Ist, declared a k d 
Wilson, Fred Newcomb and C. N. Williams. x0 per cent on the scuniees , are pavable in the 
he Aluminum Prazing Solder Co., of Philadelphia, issue March 15 to stock of record eas ry 
a. has been incorporated with a capital of $5,000, to addition to the re lar cas lishurse 
itacture plumbing specialties. The incorporators are: of 3 per cent, which is pavable March 
les K. Shaw, David Coulter and H. Clay Dingee. record March ?1 As the cash dividend of 
| mMaVabic altet he payment () ( 
OTTO G. HITCHCOCK TO ADDRESS EASTERN dend, it will therefore app 
SUPPLY ASSOCIATION. the equivalent of a quarter] 
the Gd fete The austen 
o G. Hitchcock, secretary ot the Hlavs Manutactur creased from $9.000.000 to &°° 000 000 | 
(‘o., of Erie, Pa., will address the Eastern Supply clared the regular preferre 
\s lation at its winter meeting in New York City on pavable February ~— ioe Ba | whirece 
fhursday, February 15th, according to announcement just 
d by Secretary Frank S. Hanley. Mr. [litehcock’s — 
subject will be “Efficiency Club Work in Our Organiza NOW IN LARGER QUARTERS. 
| lhe Role & \V | 
‘ . | ‘ 
WILL DEAL IN PLUMBING SPECIALTIES. a Ae . acta escagtan 
! irtey 14 ROR 
\. Reardon, for a number of years with M. Glauber & Né — ee | | 
f New York City, has engaged in business in Provi a “i 5 vs “ —— ee ae 
R. I, under the name of EF. \V. Reardon Co hi : etaaaiedes pectaities Mad y f le \lear Mi 
new company will deal in plumbing specialties 
BUILDING ADDITIONS TO ITS PLANT. LAIB CO”S EMPLOYES TO RECEIVE CASH 
BONUSES. 
Two new factory wings are being completed at the plant 
of the Kanawha Mfe. Co., at Charleston, W. Va \n ex fhe Laib Co., of Louisville, 
tensive addition to the plant was made last spring, but and heating supplies, has just a 
during the year it was found necessary to turther increase ploye ll rece Ca 
the space required for manufacturing purposes OE sv ae tn 1 pa Wout LOO 
THE LYTTON-WOOD ENGINEERING CORPORA- with the company or casl the worker 
TION ORGANIZED. live classe Over twelve years’ servi 
YC al ( i . 
ytton Wood Enemeering Corporation has just Navit ith 
I rganized at Norfolk, Va., to manutacture heating ranthgve FOd PS. t é f last | () 
specialties. A factory has been equipped at 117-119 Chest- lor those in the twelve-y I 
treet in that city. The officers ot the new company 
W. Lytton, president, and R. B. Wood, secretary ALONZO A. WATKINS CALLED BY DEATH 
| \] Watl 
MID-WINTER INDOOR MEET OF E. T. G. A. ply concern ot W. \W. Monta ( 
ond annual indoor mid-winter meet ot the East died at his home tusalito, | 
ide Golf Association will be held on ‘Tuesday, | | 
Fe] ry 6th, at Gimbel Bros.’ Department Store, Sixth old and led an except a t 
and Thirty-third Street, New York City L hie CIS Ic 
meet last year was so successtul that the tourna im Sal rancisco tor ove 
imittee this season decided to repeat the pro Vi |) 
there will be prizes tor the several events of th same concern ac eva 
. which will start at 2:30 o’clock. Dinner wiil rradually worked | wa 
1 at the Building Trades’ Club. 30 West Thirty his business albithtv he was take nt re fi n S76 











KOHLER CO. COMPLETES LUNCH ROOM FOR 
ITS OFFICE EMPLOYEES 
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\1 | Davi it f ~ 4 ti thie inawha Mii ( 


( { \ i } ‘van 
: \. Col tive fk | Mant 
| , if \] i | ! tive \ 
} lea t 
\\ Deal 1 i ‘ ~ ‘ t i? Pe tland { ire 
( | | f . vav {oO | iste 1? 


\' Woodruff. manaver of the Minneapolis branch 


( t hello Moa iv i‘ r i rf lt 1 Tcw 
Tire latter t\ 
| | lent thie colt Heater Mt 
ae () is rece ly returned trot i west 
4 Tile it ( ! mATLN 
| etscl sident and t i rm thie 
} ref boryye \1} { 6) 1 )y 1) (pire mwa spent ‘ ‘ 4] 
{ ai last ct 
= cl : { i iwc? 7 thre \1 ( Cal res 
wel Ractia ( rat 1 »! Detront. \l cl reeted old 
friend thre ‘ i » trade durin the week 
(silbert Wolhia thie | \ Willams Sons Ce 
. , act 1 nit »? Salt | ike ( if} | ta Was 11) 
( rmawd auras t hie week 
Ix Dee Pierce, secretary © M. Glauber & Co, of New 
\ ! \ 


York City. visited his friends in the trade in Nortolk, Va... 
last week en route South 


{ ¢ \ustin is now calling on the New England trade in 


the interests ot \] (;laubet rs Co, 
Justin was formerly connected with Good Mtg 
‘w York City 

| 
\\ \ ( awleyv. tor manyv vears conne ted with the \met 


7. 


ican Sanitary Works ot New York City, has recently re- 
position with thre Mitchell] Miotors 


— 
- 





‘ pa , , ( ro ti ves on a trit 
a ee ere \ Mackenzi ne of the vet 
iles ( é the cor 

... P. Sutter, representative for the Mark Mfg. Co 
Chicago, ith he ciquartet 11) Poledo, 2 has reces 


, | | | 
houcht a Willvws-Konight car. in which he takes vreat pl 


ure i? showing trac visitors that city and vicinity 

\lfred W. Stone, of the Mouat-Squires Co., ot Clev 
land, ©... was seen in Toledo, ©., last week by a re 
entative Domestic Engineering.” He spoke ve 
optimistically about the business outlook tor 1917 

lames M. Stannard. president of the Stannard Powe) 


tor ty src pti for three weeks or thereabouts He \V 
combine busimes vith pleasure 

shit ike | apada, ot the tlarry \ erbeek (©... ot ¢ 
CAYO. has lett (>t) il easte4ri trip, COoOVverTINYG pomts in) ly 
diana. | Michiean, New York and Canada. He is « 
pected ic} witha . 2 mth 

HY if Sargent, treasurer of the Cochran-Sargent ¢ 


ot New York { ity Mii 


Equipment Co., of Chicago, has lett for Honolulu, H 


tT st Paul, Minn... broke his arm recently while crank 





i bord For some da his triends declare, he carried 
Lt placa l read ‘Yes it was done cranking a Ford 

1} . Rahm, manager of the United States Supply. ¢ 
ot Omaha, Neb, passed through Chicago recently on 

iv to Florida, where he will sojourn durine Febru 
lle was accompanted by Mrs. Rahm 

lames Bradley, formerly sales manager of the Fitti 


Department ot the Oil Well Supply Co., of Pittsbu: 


Pa. has recently ronmed t 


5 | 
} 
' 


ie selling force Of treo iz 
bert & Co.. ot Chicago Mr. Bradley is covering Chica 
and vicinity in his new connection 

lohn Campbell, plumbing inspector of Paterson, N 


} 


qo} lhursday MWOornine last week boarded a south houwt 


steamer with a party of triends. <Atter visiting Savani 
and tacksonville and probably Palm Beach, he will sp: 
a few weeks at Mt. Dora, Fla 

(, | Morvan. who has been identified with the heat: 
trade tor the past seventeen or erohteen Vcears, has 
yomed the selling toree of the Bishop-Babcock-Bec! 
Co... of Cleveland, O He will cover Wisconsin 

S. W. Tucker, president of the Cleveland Flush Metet 
Co. of Cleveland, O.. has just left for a four weeks’ t1 
to California, accompanied by Mrs. Tucker. Mr. Tucl 
will combine business with pleasure, and he intends 
visit the jobbing trade throughout the entire wester 


country betore returning 


Joseph \. Vogel Co... of Wilmington, Del... 1s send 
its customers and friends an exceptionally valuable 
endar for the new year. Its size is 14 x 32 inches, and 
unusual feature about it 1s that each sheet shows 1n lary: 
figures the dates of three months, the current month be: 
in black figures, and the preceding and following mo: 
in outline figures, making it of exceptional value for qi 
ind Casy reference. “The illustrations on the calendar 
high grade halftone engravings of the company’s lin: 
frost-proof closets. Varties desiring this calendar 


secure it upon request from the above-named compat 
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INTERNATIONAL SANITARY CO.’S 


KONEEN TIC 


CATALOGUE. 


e Inter onal Sanitary Co., of 58 East W ton 
t { hi i ) has 1ST SSLit il CAN ( tr ij] ttrac iv ¢ 
f ent tlecd \I 
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sts of 44 payes, ¥ 
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es. closet combina 
ina low tanks 


cover. and porcelain IVTERNATIONAL SANITARY CO. 


feuet Ponttringuon B ‘These 5. @ & 
| 
Al stalls with exten 
‘ ‘ 
sion shields and lipped 
eS fhe rouvhing-in 
. | ! | 
measurements for all of the fixtures tlustrated and «ae 
1 ; ' 1] ] 
ed are given, making the catalogue one ot special 
aiecel ha callie wetetweekne ave veo have not 
erest to the piumbing contracto arties Who Nave no 
received this addition to their trade hbrary t 
the above named COMPANY Upon recuse ‘ mientio}l 
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BYERS WROUGHT IRON PIPE 


M. Byers Co., of Pittsburgh, 
letin entitled “Byers Genuine Wro 
This bulletin consists of 40 pages, 9 


, 
: 
Is m part devoted to reports 


1 
practical men, who have used this 
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Metal Market: 








Steel and Iron. 
lhe principal features in the steel trade last week were 
the demand for structural steel and = ship plate: Lhe 
interest in building operations indicates a tendency to re 
gard the future of steel prices with less concern as to a 
po sible reaction. ()perations involving large tonnaves ot 


steel are being undertaken, stimulating fabricators who 


Orders for 49,500 


a" 


it Optimistic as to the outlook. 
structural steel were placed last week, the larvest one 
being for 20,000 tons for Armour & Co.’s plant at St. Paul, 


going to the American Bridge Co \n advance ot $3 a 


ton in the price of structural shapes and plates to 3.75 
cents mill was taken to indicate a resumption of the up 


ward movement of prices soon. Inquiries for 110,000 tons 


p were reported, while orders for HO.OO0 tons plates 
laced Japan continues to be a buver of plates, 
While Swedish shipyards underbid American yards for 
twenty larve ore boats for Swedish owners, but if 1S undet 


Orders for laree 


iF orders were 
increas 
ernment ordered 
C (o., but it 
15 ' cars to be 
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1254, including 
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~ ’ Trade Mark THE FLANGE 
aie Nos. 424 and 425. 
=i 
S 1 
—_ @ 
_—— —< 
— i Fig. A-302. 
mo foe This flange is fur. 
a ia nished witf all connec. 
7 U. S. Patent Office tions. 
== 
== 
=|z ea aS rol 
> —4 b—~ 
2: 7 | 
a ‘ “ 
= a 
- —=— 
=|= A strictly sanitary fitting that meets the pres 
a[= ent day demand for a dependable connectio; 
> <4 _ — , 
+ = : that will remain solid under all conditions 
y ry a 
> — 
4 Conforms to city ordinances everywhere 
_ <4 _ 
aie 
PH [The “IDEAL” is the original iron close 
‘ c= bend. It was designed to take the place of th: 
r ’ . . 
=j= . old-style, insanitary lead bend brass ferru 
- Fig. A-306. 
; _ i brass floor plate and solder necessary to mak: 
a » . . . . 

== the joints, in connecting water closets to thy 
=o 2! 10! >. ) 
== eat Og drain. 

4 ~ 
-_ —- —ag . 
—— bb . ol ’ ’ 
= The use of the lead bend is being rapid) 
= | | ; . 
he discontinued for obvious reasons. It expanc 
ai= with the heat more than the solder in ty 
s ~ - . . . . 
al ie joints, causing it to break and leak at th 
=S r joints. Lead bends are easily smashed 
= broken before they are installed and olter 
== have nails driven in them when floors are laic 
a Fr 
eis No. 0. 
ba 4 ——— 
‘ = Nos. 423 and 428. 

2 
_—~ >—— 
a ot 
siz : 
4 
bd ——ag 
=5= 
a 
se del 
——_ 
=F. 
— 
== ! : 
= = Fig. A-320. 
=~¢4-, 
= a Connection Patent No. 1,054,438 
cecil deal Flange Patent No. 762,980 
- 4 ~ “ 
2:2 . 
AE S, t 
az anitary Co 
4 _———— 
A 
a . 
== Lin 
== 
eal boa NEW YORK OFFICE: 

4 }—~4 
P —J Fig. A-301. 50 Church St., New York City 
— ia 
‘Sit. ‘ 7 
oH - 
> _-—— 
oe em 
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Fig. J-128. 
This flange fits all 
connections and can be 
substituted. 


U. S. Patent Office 





‘loset Connection 


«© The “IDEAL” Cast Iron Connection over- 
tion & comes all these disadvantages. 
, 

It will not sag, bend, crack or crush, and is 
unaffected by heat. 

Made in extra heavy and medium weights, 


th # to calk into hub of a 4-inch extra heavy or 
standard fitting. 





rule 

vake 

‘ 60 different styles for every need, a few of 
~ [which are shown here. 

, When specifications accompany order, we 
oe can supply “IDEAL” bends from one open- 
we ing on one side to two openings on each side. 
a Openings can be Sanitary Tee or Y to be 
ia tapped |!% or 2-inch I.P. 

often Use the “IDEAL” Connection and save One 
lac} Dollar on each closet you install. 


Nos. 


5 and 7. 











Fig. A-308. 


Write for Catalog and Details 
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PHILADELPHIA OFFICE: 
940 Drexel Bldg., Philadelphia 
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ta ite} Of the plumbing ma tactory. estimated cost ot 
construction &70,000, to be built at 5700 West 12th Street 
' \ ‘ ‘ , . : 1 
he National Stea Lleating Co of 1331 North Clark 
1 ' ' 
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Indianapolis and Vicinity. 
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lave received the contract for the plumbing and heating 
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home being built by Carl G 
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the National Heating Company, 119 East Mon: 
Street, South Bend, will do the plumbing and heating 
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frank Mayer. 


( Jberlin, ot South 


1¢ Dew 
erected on Michigan Street by 
(harles M 


the contract tor the 


Bend. has been award: 
Mart 


Chay 


heating in 


house at 502 East 


plumbing and 


RBoordas new turkish bath 


Street. 








¢ 
a 
t 
e 
: 

















Lar ee ee 





bruary «, 191s DOMESTIC ENGINEERING Le 


Massachusetts B&C” “B&C 


&& 99 
Boston and Vicinity. B 
Vlans tor the annual meeting and elector ft otticers 


—— 
ce 

















‘ 
( le’ i 1? i ( al ( i * 
rat 7 ( t \ t ; ‘ ‘ 
4 ! ! 
| aero | | a u Oma ] 
\ CTical | f vioerg tive { 
] 1 
eid ? ( past { \ i to \ 
he eCXecwt ( () it? ( t iss il } ] . 
‘ ‘ . 
; ‘ past Wee if ? { t\ { eens ~ 
eee i] tial ’ cert in ‘ ~ 4 ~ 4 ‘ ‘ 





tte. that the annual meet should dv held oy a2 Stand tor 





| i | 
ut Apt lith, dependent upon the secur foa sat} 
' ’ ‘ ‘ ‘ 
ctory place otf meetin: Final action probably will he Sei vice Durabilit 
Ken early ino February lhe otheers it the State LSsSO 3 y 
‘ iT 1097) are ANNIOUS fa) nlake the 1G ( 7 VorvTmor rprie cy? tr © 
| | | ede and Sa IisrFactton 
| : ae Vest i! d ie st 1 at Live OT $ i] ati | i is e“yVe!l rela. 
| 1 
to) tnis { (| tive ( t ’ f ( ty ] “ ‘ \ ts 
’ 
sident oy ¢ ery i it i | 
| 4] ‘ 4 ‘ 
1} eX c*¢ ! ive { ) | ! ( i 
t tplay ~ ? 7 thre we ‘ \ . ral ’ { ta ‘ ’ 
77 | ' ‘ 4 ‘ ; 
i open with an evenins rATDapuie Wit lisines CSS1O] 
} ' , , 
following day but the matter of speakey eel cab Bias 


uls are still to be decided 








fhe Massachusetts North Shore Association ot Mastet 
bers is planning to hold its annual ladies’ ! 
lem. on March sth. and tinal details are now being at 
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issociatlion takes 11} the @ities oft Sale 1 Lie 11 be 
erly, Danvers, Hamilton and other North Shore municipal =~ 
ly w& re oa ‘ Om | 
but as Salem ts the n st accessible the ithers s will ; 
ld in a hall in that eity Phe North Shore \ssocia cs quail ’ ‘ 
LS had il (| Is hay | i most successtul Winter nof Ci] iT] f | Lt col 
socially but in other wavs as well \t the monthly 
eetings speakers of prominence are alwavs on hand to Cnt expert ort 
vidress the members on trade or allied subrects. and the t | err constrictioy le hy, oN 
ster plumbers of the territory have come to look upon as opod 2 it is possible to 
e monthly meetings as something they cannot afford we | 
to miss following the speaking there is a social hour pa 
during which trade matters are imntormalls discussed and a \ 4 I, ae <.e af 
a oe ( Siz" ik STEETO POUL TY 
al good time enjoved 
With a view to making the new headquarters as at- Back of the “B&C” line sof Aagt 
{! tive and valuable to the members is possible, Secre- 1 
\i \ Li\é IS our 7 ( 
tary Fred K. \rmstrong. of the Master Plumbers \sso- , ron - , 
ciation of Boston and Vicinity, is endeavoring to secure in the manutacture ot bw | Vu 
mplete ile of manutacturers’ catalogues and other lloor and ( ening Phat 
ted matter that shall alwavs be available for reference 
In this way it is believed that members will be able fre- Speeity “B&C™ Products | 
quently to save valuable time, for instead of being obliged postr ely ouarante 
nd tor catalogues on some special contract, and per- . 
walt several davs to receive it. they can vo to the \ le fy 
a> lation rooms and consult the books there. To this 
end Secretary Armstrong ts anxious to receive catalogues Th B & ( bi Mf 
irom any supply house or manufacturing concern con- é eaton or inl g. Co. 


Vected with the plumbing and heating trades. The head 


Muarters of} thie association is at 166 Devonshire Street. Southington, Conn. 
Secretary Armstrong is also planning to es- The Old Oricinal C 
e rigina ompany 


+ } he 


a library of technical books of interest to plumbing 





heating contractors, and although the collection of 


" books is not yet large he hopes to add to it from “BEC” 
t +1 4 ; \ 
the 


» time. ew furniture and tittings for ottice. 


“B & (’” 
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Everything Big 
Except the Price 











tiere s your opportunity to give your cus- 


tomers big value for little money. 


The PFAU New Big 
“MERCUROID” TANK 


A better tank cannot be had. no matter 


what you pay for it. 


light in weight, tough in texture, very 


strong, will not chip, crack, craze or peel. 
Neat design, elegant appearance. 


All trimmings are uniform and of highest 


quality—the regular PF AU quality. 


lid. are 


and 18!45” 


including 
front to back. 


Outside dimensions, 
171,” high, 8! 4’ 


long. 


‘“‘Mercuroid’’ Tanks are sold separately 
or in Combinations at lower prices than 
you can now secure on wood tank outfits. 


Ask your jobber. 


The Pfau Manufacturing Co. 


Cincinnati, Ohio 














Vol. LR XVIII. No 
which 1s shared jointly bv Se 
ey Van Amringe, the 


‘ ‘ . 
telephone lines 


and At 
lation counsel. has just hee 


connected up and 


retary Armstrong 


a ssi 


the place pu 


in shipshape Kkither Secretary Armstrong or Mr. Van 
\mringe lans to be at the oftice during the usual busi 
ness hours, and when he is not there Mr. Armstron;: 
spends his time among the members or working to Se- 


| 


| - | 
members of which he already has secured several 


; 
irmcers plan to keep 


The new o up the interest in the asso 
clation to have every man whose name 1s on the men 
bership list alive to the possibilities of the associatior 
The state commussioner of corporations has issued 
cert ate of incorporation to the Wood, Brightman Com 
pany, of New Bedtord, authorizing that firm to engag: 
eneral plumbing, heating and sheet metal work’ 
busmess The corporation ts capitalized at $30,000 


PFhomas F. Wood ts president, William S. Raphael vice 


president, Thomas W. Macey treasurer, and Fk. A. Hunte: 
clerk Phe concern has been in business in New Bedfor 
ir some years under a partnership agreement 
|. |. Hurlev. of Boston, was the lowest bidder of severa! 
eatil contractors, who submitted proposals for the con 
struction of an addition to the boiler house and an €xX 
tension of the heating system at the Boston House ot! 


(orrection on Island, Boston 


Deer Harbor. The Hurl 

Other bidders were Lynch & Woodward 
McMurrer, 
Dwver Co., $71,250. 


been received 


id Was S6HU.1T50 


BHO 522: Laskey AS BHU OOO; Huey Bros.. Ine 


SHU S54: | }? 
Raids 
{ Massachusetts for 


have the stat 
oth 
a new dormitory building to 

state hospital at Wrentham, Mass. Th: 


heating proposals 


by representatives of 


plumbing and heating and 
work in connection with 
constructed at the 
lun bing ana 


follow Heating, Joh 


fe lohnson es 84 9:35 hluey Bros.. Ine... Pierce A 


$4,978; 
(ox, $4,987; Bay lleating Co., 
& Woodward, $5,470: 
$5,493; J. J. Hurley Co.., Plumbing: | 
John F. Johnson Co., $4,943; Pierce & 
William H. Mitchell Co., $5,750; H. H. Walde 
24 \I] Boston 
Wilham W. Myrick, of 


$5,200; |]. P. Dwyer 
| rank Ie \\ aod 
$5,798 


, 
< Te Vv. 


( ox, S5.163 


94 9L 


L. O., x are conce&©rns 


Kingston, has secured the con 


tract tor heating and plumbing a large garage to 
erected for Harold L. Cook. He also has contracts i: 
hand tor plumbing and heating in one four-apartme: 


rool Se and tour two-apartiment houses to be erected 


Plymouth for the Benjamin lox Construction C 


<——— a —, 





Connecticut 


en ES Ee oe 








Britain Master Plumbe: 
attended an association banquet recently held 


at Hlartford. C. A ollo 


members ot the New 


Hierpe acted as toastmaster. 


. the dinner the company attended a theatrical pe 
f alice 
\ bill has been filed in the Connecticut legislature p 
viding tor the erection and equipment ot a central heat: 
lant on the capitol grounds, The cost of such a pla 


ball, 
Max Seligman have opened a plumb 
Meriden. 


been in the plum! 


iS not estimated in the 
lacob Ruden and 
ment at 55 Pratt Street. 


iced 


, 


business tor the past tourteen years while his new part 


Both are 


periel plumbers Ruden has 


has tollowed the 
Ik. and F. ¢ 


trade tor sixteen years 


ooth, ot Bridgeport, have 


L the cont: 
for plumbing, and the Almirall Heating Co., of New \ 
the contract tor heating, In connection with an exteé! 
iddition to be made to the oftice building of the Amer: 
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New York City and Vicinity. 


lames Armstrong, ot 219 East Thirty-eight Street, Mans 














ittan, has the plumbing contract for the new Broad 
eet Telephone Building Baker, Smith & | vill do 
heating work 

Childs & Scott, of Manhattan, will install the heating 


| 


rk in the addition to the Orchard Street ‘Te 
uilding addition 

Willams & Cullinan, of Yonkers, have the contract for 
e heating work in three new residences on Warburton 
enue. They also have the contract for similar work 
a residence on Park Hill Avenus 

W. G. Cornell Co., of Manhattan, will install the heating 


d ventilating equipment in the new Carson C,. Peck 


a 


‘ 


femorial Hospital in Brooklyn. 
Layman & Elkind, of 174 Throop 
ive the contract for installing the plumbin 


\venue, Brooklyn, 
system in 
new Vvaravre on DeKalb \venue. 
Mahanoy & Munro, of 


Washburn’s residence and 


Teran. Manhattan, will) install 
iting systems in Frank S 
buildings at Rye. 

The plumbing and heating work in Moore Bros’. new 
irage on Broadway, Flushing, will be done by W. H 
illeran. 

thompson & Schneider, of Fast 215th Street, Williams 
bridge, will install the heating work in four new residences 

Scarsdale. 

louis Frisse, 669 Bushwick Avenue, Brooklyn, has the 
ntract for the installation of plumbing in a new office 
ding at Jay and Johnson Streets 

RK. T. Humphrey, of 200 East Seventh Street, will in 

new residence at East 


ll the heating system in a 


seventeenth Street and Avenue K, Brooklyn. 
Ideal Heating Co., of Brooklyn, has the contract. for 
heating work in a new theater building at Broadway 
forty-fifth Street, Manhattan. 
nvledrum & Hohlein, of Jamaica, L. I... have secured 
contract for the heating work in a garage on Eleventh 
eet, Long Island City, for Stuart Hirschmann. 
lames Armstrong, of 219 East 38th Street, Manhattan, 
install the plumbing and Baker, Smith & Co. the 
heating in St. Bartholomew’s Church on Park Avenue 
Vm. J. Bailey, of Bronx, will do the plumbing work in 
new smelting plant at Piscataway, N. J. 
W. Y. Jack Co., of Manhattan, has the contract for the 
bing in a factory building on East Houston Street 
A. B. Barr Co. will do the heating work. 
| Olch, of Middle Village, L. [., will install the heating 
in ten new residences on Emerald Avenue, Union 
( « irse. 
ells & Newton, of Manhattan, have the contract for 
the plumbing work in the Sprague Electric Co.’s new plant 
it \WWatsessing, N. J. Baker, Smith & Co., of Manhattan, 
lo the heating work. 
Manhattan, is moving his plumbing 
kighty-fourth 


Luttinger, of 
usiness to larger quarters at 162 East 
friends of Frank KE:berhart, master plumber of 401 


last Seventy-sixth Street, Manhattan, will be glad to 
that he is recovering from his long siege of illness 
has kept him confined to bed since last May and 
itated eleven operations. 

is Plumbing Co., of Endicott, will install the plumb- 


! stem in a new apartment building on Washington 
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Always the 
Right Temperature 





This Speakman Mixometer \Valve make 


the hbather sure of the right Leniperature 
every time—maintaimed as long as hr 
it \ si 
hot water, or cold, 


1 
i 


single motion vive him = stea 


No change in 
moving the 


he 
Lite 1 ¢ 
perature, unless he makes it 


handle. 


’ 4 \ | 
_ eat \1 r qrte | 
; 
lic € tic! «¢ tive ~ | i | 
’ ’ 
vall plate give ata ctive 
| ' 
CX] Osed Pp tS ¢ CeDT | (ie ca f 
1 ' ' 
] bake Olt tire china pirate f te 
| | 
{ «il ! i t ( ! ‘ | 
4 1 

( rhe ¢ rte \] } \ ¢ 











* 
Kas Phy shi A ¢ ii i at ‘ 4 ; 
pres lige iT) 4 t thie sat] t 
tinvling Cl if threat ly 1] 
cr iv lhe | } ! ht i 
( int cre] rf | fa) } ‘ ’ «| 
The construction ] strony. } tints rye 


Speakman Showers ar 
giving unqualified sat 
isfaction 1) the nes 


hotels, \ \I { \ , 


schools rpndu trial 
plants and home 1] 
the couun¢eEry beagd] 7 


formation about. these 
7 
two strony Speak il 
| 
specialties upon r¢ 





quest. 


AINGT, 
(F™®, 
“ytLjb-t pte 


be if 






SPEAKMAN Supply AND Pipe Co, 


RIVERVIEW WORKS 
WILMINGTON, DELAWARE 
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Other Cities in the State. 


. 2 , , _ ‘ . ‘ . ‘ 
i c rYewpouren ( ornice W SKViivht Works. OT Ne 
= elma | 1] | } | ] ] } | 
The vurch, will do the heating work in the Glenham F1 
y ; ie’? { - ela & tT \ if] tion At bre iCOy 


| Pies 


’ 
x 
i 
— 
, 
7 
- 
/ 
. 
. 
- 
“ 


.*» oe) goal cy? ly, ] , , ’ > 7 7? } 
* , ¥ _ i ; i * yt saa '% ; 
. g . e* ‘ | , ' . 
ing in -t. L. Chadbourne’s new stabie at Greenwich, Cont 
Ht. ©, Peterson & Co., of Utica, will install the plumby 


Instantaneous Water Heater Fmil Steinhorst has the contract for the heating wor 








| at ||| Saaremaa 


H. ©. Peterson & Co. also have the contract for the plun 
ine and heating work in a new residence on Maple Stree! 
No Condensation for D. M. Johnson 
Edw. J. Bushnell. of 137 Walnut Street, Syracuse. ' 
Bronze Boiler da the beatin work ta ten new seeetent bliin 
i , (ortland and Glenwood Avenues tor Warren E. You 
= No Coils Edw. Joy Co.,. of Syracuse, has. secured the contract 
a the heat vork in a new lavatory building at the Syv1 


High Efficiency, Low ruse Cracithle Steel Cos olent 
Maintenance | | | | 


{ ‘ 1)! heat work in new dairy buat 
. : , 4 2% t ‘1 ‘ 1 ? + y ] t+ 
Will last a life time. as there e% Cs State a toot Agriculture, 
\\ ~ | ida ck ot t)4 lk STree.. Ruttalo. will do t| 


is nothing to wear out. , | | 
heating work in the new Dentio Memorial Hall at Akr 


W rite for Catalog Mapes & Payne, of Lockport, have the contract for th 








‘ live hy thé Lar an 1! } nev = 50 OOO Prat worry huildineg for ; 
ge }. ve ita { mT 1G) if 7 
t ' ' 
\. |. Hew ¢ | chest vill install the plumbing 


Dr. O’Hare’s apartment building on Garson Avenue. 


The Beauvais 
Water Heater Co. New ders ey 


Springfield, Mass. 


























Newark and Vicinity. 





Fentamin Cohen, of 89 Broome Street, Newark, will 





the plumbing in the Wieder Mtge. Co.’s new tactory build 


Valves That ARE Valves ll 


SO, has Li 





plumbing in a new apartment building on Fourth Street 
and not stove damp- lhe heating work will be done hy Henderson & Co. 
ers Irvineton 
Other Cities in the State. 

. ) ‘ 
Lact you, Mr. lumb- Woilliays { ) Brien. cyt Red Bank. nas the plumbing, heat 


‘ i ' 


| 


er, ever figure up ing and metal work contract at the residence addition 

what cheap valves Hf. N. Camp, Jr., at Seabright 

cost) you to tear frank McBride, of Paterson, will do the plumbing a1 
down after they are heating work in the new $145,000 community factory 

installed? the Paterson Industrial Development CoO, 

(has. A. Barman. of Platntield, will do the heating wor 
Packing 1s poor. in a new building on Front Street for Woodhull & Mart 
Metal is poor quality Wilham O’Brien. of Red Bank, has the heating work 

and “sweats” on high 


i Ti¢ 4 Te sntile « ¢ i? Mid lletown for I). \ Hiurst 
pressure and valve W. Dickson, of 536 Perry Street, Trenton, will do t! i 
not designed to stand plumbing and heating work in a new hotel and apat 
the pipe strains. wmant tuatidine tar BR. Soest 


William David. of 229 East Hanover Street, Trent 
Don't forget it costs has the contract for the heating work in the new additi 
in labor just as much to the Thos. Maddock’s Sons Co.'s plant. 

to install poor valves (;eorgve H Thomas, ot Paterson, has booked enou 


as 1t does good ones. work to keep him busv for some months. Among recen! 








pF @) 


I liminate your trou- contracts are the plumbing and heating in a new $2 
bles in advance by residence in North Caldwell for D. Proskey and sim: 
specifying Globes, work in a $20,000 residence for R. J. Edwards in Paters 
Gates, Checks, etc. E. C. Fish, of Riverside, N. J., has been awarded t! 
plumbing contract in Keystone Watch Case Factory 


| Made By that town. 








. ° ° Fk. H. Elliott, of Pennsgrove, has been awarded 
| Detroit Brass Works, Detroit, Mich. contract for the installation of plumbing and_ heat 


systems in a church in course of construction there. 
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fhe new building committee of the ( incinnat: business 
fen’s Club, with Manager James W. Brannin and several 
the architects, who have been commiussi to design 
itive plans for the new million-dollar buildiu have 
turned trom a tour ot the leading clubs in Toledo. De- 
t, Chicago and St. Louis, and will shortly render a 
mort to the club on their sugyvesti . ( i um, « (Otto 
mleder has charge otf the matte: lt 3s wed to et 
the work under way some time within the next few 
ths, in order to utilize the summer n s in bunild- 

if possible. The structure will contain a large num 

tt sleeping rooms, with iths, and will otherwise be 

the most modern club type 

lhe Board ot [ducatio otf Dayton, has decided to 
ld a new high school. to cost between $400,000 and 


00,000, on the West Side of the city, and a resolution 
passed to issue bonds tor $100,000 at ones for 
purpose ot providing tunds for the purchase of a site 
otherwise preparing for the work of construction. The 
ol will be the fourth high school f Davton, and 
be the equal of any in the city, in all respect 








rfin 1a | 








West-Vi 


l.ttorts to conserve the natural gas supply of West Vir- 





tor the domestic and industrial use of the state were 

le in the legislature on January 15th, when Senator 

S. L. Coburn, of Masontown, introduced a bill imposing 

in export tax on gas. The bill provides an additional 

tax on corporations and individuals operating compressor 
stations for transporting gas under artificial pressure 


important manufacturing 


as the charge 1s 


measure has the support of 


and domestic consumers made 


rests 


that consumers in adjacent states have an abundance of 
West Virginia’s natural gas, while consumers in the. state 
suffer from a pronounced shortage in cold weather. The 
proposed tax is one-fifteenth of one per cent for each 1,000 


cubic feet of gas, for each twenty-five miles that it 1s tri 
fifteenth of 


thr: 


ported within the state, and one- 
feet of ge 


one per 
' 


each 1,000 cubic as passing ugh pipe lines or 


1! nrTreé SSors 
i 


svlvania 


Philadelphia and Vicinity. 





Hoben, of 21ist and Delancey Streets, has been 
iwarded the plumbing and heating contract in the new 
Bell Telephone Blde., which will be erected at (;erman- 
town and Chelten Avenues 

| | Hoft. of 245 South Eighth Street, has been 
warded the plumbing contract in the plant of Unton 


Streets 


Milfflin 


oOnanoe 


at Water and 


104 { 


‘ , 
MmewmMm { .. 


| 1 - 
\\. H. Davenport, o1 


Manavunk. 
contract to heating 


for J, I. Hle is 
stalling the plumbing in the new Republican Club Build- 


er eel, 
seven 


install 
Hurley 


en awarded the 


a row of houses also 


Callowhill Streets, is in- 


Hancock and 


\zone. of Fourth and 


~ 


new Laurel 


llumbing in property at 
r i » 


Meier, of Fourth and Green Streets, has been 
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THE CHICAGO FAUCET Co: 
2712-22 N.CRAWFORD AVE.CHICAGOIIIL. 














Reputation Won by Merit 


eG». 





Wilks Water Heaters and Garbage Burners 


enerial i i 
e*a7 rerrie* rif }™ rs Liver rie 
ftlit lil | 1] 
} , > ? , 
where, justifies their ise 
*) 7 7 
iMliminate all risl rene ILKS 


S. WILKS MFG. CO. 
3517 Shields Avenue Chicago 
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Eagle Alltead Roof Flange 


LEAD PIPE SIZE OF APRON 
Length, 6 inches 15 inches Square 
Diameter, 4% inches 
Made in Angles, 45 deg., 22% deg. and 
Straight. 


No Caulking To Be Done 
Joints Lead-buarned—No Solder Used 
Flexible Adjustable 


Economical 
Write for Circular and Prices. 





Manufactured only by 


The Eagle-Picher Lead Co. 


CINCINNATI, OHIO 























CHAPMAN DEEP WELL 
POWER PUMP 


For pneumatic or open tank water sup- 
piy systems. 

U'aed where compact, dependable auto- 
matic starting and stopping pump is de- 
sireci. 

Simple in design, rigid in construction 

Differential plunger makes pump double 
acting 

Quiet in operation Main bearings 
olled from pocketa with chains running 
over shafts, the pockets holding enough 
oll to automatically lubricate them in 
ordinary service for six months. 

Motor especially designed for pumping 
service 

Made also with silent chain drive—or 
to be operated with gas or gasoline en 

2 gine 





Write for circular. 


1 The Chapman Steam Specialty Co. 
Patent Pending 204-206-208 Third St. S. Ww. 
| CANTON - - - - OHIO 











Do You Get This? 


You should, because it 1s right. 


The Clean Sweep Traps are the 
Simon-pure, Regular-guy in Trap- 


t is the acid proof trap for lab- 
| 


‘ . ‘ 
Oratories and 


lavatories. 


It has them all panned, in Lead 





and Brass. 


DETROIT SANITARY SUPPLY CO. 


SOLE MANUFACTURERS 
Second Ave. & Antoinette St. - - DETROIT, MICHIGAN 




















A National Campaign of Advertising 


being conducted in the tollowing home maga- 
zines during the months ot February, March, 
April, May, September, October and November 

World's Work Outlook 

House and Garden Conntryside 

literary Digest Sunset Magazine 

Review of Reviews —— Housekeeping 

House Beautiful MacLean’s Magazine 

Country Life in America Brickbuilder 

American Magazine National Builder 
Contractors may benefit by securing information 
as to how they can become a part of this big plan. 


C. A. DUNHAM CO., Marshalltown, Iowa 


Branches in all principal cities of United States and Canada 
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awarded the plumbing contract in the new residence 


ourth Street. 
er, of 519 Catherine Street, has been award: 
the heating contract in an apartment house, at 32 
(Chestnut Street, for C. Hartel 

(), A. kinholz, ot 1634 North Eleventh street, has be: 


j } } } 1T>] } 
awarded the contract tor plumbing the new Supplee M 


T 
? 
Dairy, at Thirty-third and Chestnut Streets. 
‘ 1 | 
[ S. Shreve, Tacony, has been awarded the contra 


for heating and plumbing in the factory of L. H. Gilma 


(o.: consideration $4,500 


a3 ——_ 1 SS OE 


Kentucky | 


Louisville and Vicinity. 
\ meeting of the board of directors of the Kentuc! 


tiie 
\ssocia 


January 28th, at the club rooms of the Loutsville Mast: 











ion ot Master Plumbers was held on Sunda 


—_s 


Plumbers’ Association. At this meeting a letter was rea 
in which Ed Hannan, of Paducah, kKy., stated that 
had reconsidered the matter of having the convention 
Paducah this season, after hearing from the associatio 
and it was decided to go ahead with the original pla 


Some weeks ago Mr. Hannan wrote to the associatio: 


stating that he was the onlv member in Paducah and t! 
the hurden of arranging for the entertainment of t! 


visitors was too much for one man, therefore he suggest: 
that the board set another city. W. H. Matlack, sec: 
tarv of the association, at once wrote Mr. Hannan a: 
the latter changed his mind \t the meeting on Sunda 
it was decided that May 7th and &8th would best suit 
parties for the 1917 convention, these dates allowing 


plumbers to travel on Sunday. <A report received fr 
the Master Plumbers’ Association, of Covington, was 
the effect that it would have ten members at the annua 
meeting. Lexington is also expected to send a good 
cation, and Louisville will be well represented. Lett 
are now being sent out to every member in the state, a 
plans are being made whereby Central and Eastern k« 
tucky plumbers will meet in Louisville, and take a priv 
car over the Illinois Central to Paducah. By takin; 
party rate the tare from Loutsville to Paducah will 
about $9 a person. Headquarters will probably be in 
Palmer House. It is planned to have as many of 
plumbers bring their wives and daughters as possi 
making the Paducah convention a duplicate of the 
jovable aftair held in Louisville last spring. 

ll have the plumbing contract for 


J. J. Bosemer w 
new apartment house to be erected at 1026 to 1030 Sout! 
fourth Street, by L. Jacobson, who proposes to put 
i two-wing, central court building, in which there 
be forty-two flats, twelve of which will have four roo: 
ind the balance three rooms. Mr. Jacobson formerly 
his attention to small residence buildings, but du 
the past year has been building large apartment hou 
with many small flats for people of limited means 


L.. J. Rosenfield, of Louisville, has been awarded 


contract for installing plumbing in about a dozen new 


residences to be erected on Greenwood Avenue, by 
Tampa Highland Land Co., and has taken out the 
sary permits. 

Tom Garvey, of the Mose Green Club, of Louis\ 
has completed arrangements to go to Washington 
March 4th to be present at the inauguration of Presi 
Wilson. Mr. Garvey will be the only local plumbe: 
make the trip. 

M. C. Thornton, of New Albany, senator from F'! 


ind Harrison counties, who during the past two sessions 




















aman 
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the state legislature, has given considerable attention 
various utility projects, such as light, water and power, COMPACT 
has introduced a new bill into the legislature, in which 
price of gas for light and heat in cities of the size 


COMPLETE 






New Albany, is limited to seventy cents per 1,000 cubic 
t. At present the price is $1.10 per 1,000 feet, with a 


scount of 10 per cent for prompt payments. 
Liberty is considering a vote to be taken on $10,000 USE A TRIO 
rth of water bonds, payable in ten years, tor the con- ate 
aa = WHENEVER YOU 
THREAD PIPE 


uction of a municipal water plant At present the 


has no water supply, and is paying an enormous 


_ 


urance rate. 

\ large, fire-proof, sanitary 
the St. Bernard Mining Co., at its mines, known as 
Shamrock Mines, of Providence. Modern equipment, 


and cold water, steam heat and lockers will be in- 


er GT D 
bath house is to be erected 


GREENFIELD TAP & 
DIE CORPORATION 
GREENFIELD, MASS. 

















talled and arrangements made whereby the men will 





inge their damp clothing upon coming out of the 








ne. 








as. ce 





| sn ro - ; OR lasting quality and true capacity 
Wj sconsin ’ use “KOVEN” Pure Iron, Double 
- enone vr - Row Riveted, Galvanized Range Boil- 

' T va ° 
(mong the modern plumbing establishments in the cits ers, OF NAC QO Galvanized Range Boil- 
Wausau. that which is conducted by Max L. Tisch is ers made of open hearth steel. These 


yond criticism in its general appearance. The window boilers may be bought of jobbers every- 
where. 


L.O. KOVEN & BRO. 
50 CLIFF STREET NEW YORK 














on 





























= a 
NO ROOF IS SUPERIOR 
TO ITS FLANGE 


Therefore, some 
PLUMBER 1s the 
father of every leaky 
roof. 


The Bullard 
Roof Flange 


is acknowledged as the 
only PERFECT 
FLANGE by busy 
men who have made 
patisfying instalia- 
tions. 


It is a window which reflects credit upon the busi- THE BULLARD SPECIALTY COMPANY, Tiffin, 0. 


The show room of the establishment is also very 
* 





he Window Display of Max L. Tisch, at Wausau, Wis 





play of the Tisch place of business 1s reproduced here- 














ractive and inviting to the public. Both the window 





lay and the show room are illuminated every eve- 


e ae 
Minnesota . . . 
zz ee ee ae ne or. Closet Tank fittings are not the 


1917 A Good Year For Plumbers According to Astrology. - cheapest and are used by Manufac- 
turers who want the best. 


Vm. W. Hughes, of Minneapolis, Minn., one of the 


rs of the plumbing craft in the Gopher State is not 











LOOK IN THE TANK 


notice something of interest to the plumbing craft Balicocks, Flush Vaives, Hinges, Flush 
“Horoscope” column of the Minneapolis Morning Levers, Etc. 


Morency - Van Buren Mfg. Co. 
Sturgis - - Michigan 


liever in astrology as it relates to earthly affairs, but 


| ine, as follows: “Plumbers have the prognostication 
eat profit through sanitary reforms that will be wide- 





id before the summer. Trade interests have the best 


le guidance from the stars today.” 


























Pst) DOMENSTIE 








A Practical Trap 


Not only catches and holds 
the grease from kitchen sinks, 
but on account of its very 
large handhole, the BOSTON 
ia the easiest grease trap on 
ia. boda the market to clean out. 

It will pay you to include a BOSTON on every sink 
you install 





Always satisfactory. 


Write for prices and details. 


R. Estabrook’s Sons 
let and C Streets, SOUTH BOSTON, MASS. 


























Use Products 


manufactured by 


RAYMOND LEAD CO. 
735 South Washtenaw Ave. 


lf Your JOBBER Cannot Supply 
You With Our Goods, Send 
Your Orders To Us Direct 




















V&K Pumps 


FOR DOMESTIC WATER SUPPLY 


Water Motor Pumps-Etectric Motor Pumps 
SuPPLYING Rain Water For Every HouseHoLo Use 


SOLD BY ALL JOBBERS IN PLUMBERS SUPPLIES 
CORRESPONDENCE INV/TEO 


THE VAILE-KIMES CO. 


DAYTON, OHIO 











BLAST GATES 





MADE BY 


BERGER BROS. CO. 


— ARE BEST — 
LARGE ASSORTMENT OF SIZES 
GET OUR PRICES BEFORE BUYING 


229-231 Arch St. PHILADELPHIA 
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or nm ia teeeiienclneeetinemeertentdenieneetiedl 
i ‘ SAS { 
‘ ‘ 17 ' . tr) 
| La L} i [| 
~ | tract i . 10 2 
, Wh « 
ve ‘ 
vi 
1) | 1) ] 9 rk }?] * 
f { i | au j i)? bus 
queens GD cme S00 comme = 
Seattle and aloes 
“ay ct t the tr rele mi Cities thre N 
vest, par®rt cularly Seattle has been exceptionally 


rst of the new vear and several notable « 


tracts, isroned close bidding, have been award 
L’ndoubtedly, the largest of these contracts 1s tor 
entilating, heating and plumbing in the Youngsto 
Scl andi =f eating in the West Seattle Scho 
[hese Wis were opened on January 24th bv the Sch 
Board, and were as follows Youngstown School 
heating ind ventilating (1) plumbing I Helent 
Northern Bank Building, (a) $11,580; Eckart Plun 
& Heatine Co., Seattle, (a) $11,685. (b) $10,405; 1D 
King, Seattle, (a) $11,692: (b) $10,160; P. J. Lavan, Seatt 
$11,025: Dupar Bros., Seattle, (a) $12,345; W. D 


Allen. Seattle. (a) S11,S00: Norton NX Spangler, Seat 
295 (bh) $10,650: Wenzler & Ward, Seattle. 


ia) 312.2 
$12. 687. ( Ty ) STOSLO: Whipple WN Co.. Seattle. (hb) S10) 


020. West Seattle School, Heating: Dupar Bros., Seat 


S42? 700 | { llelenthal. ¢ ittle. S45 080: Wenzler ras Wat 


Report on a conference held in Spokane recently 
f f the Spokane legislative delegation al 
master and journeyman plumbers 
of the state, at which tirst publicity was given to a pt 
posed new state sanitation and plumbing Inspection la 
thy de T¢ Master plumbers of Seattle. | 
the provisiol of the bill drafted tor presentation 
lature, the State Board of Health will be et 


omulgate rules governing the installat 


| 

i Ma enanhnce of plumb ry and to appoint a. stat 
plumbing inspector and assistants The chief inspect 
the state health commissioner and a member of the facult 
( the depart nt f engineering of the University 


Washington are to constitute the plumbers’ exami 
hoard under the proposed law. Both master and jourt 
man plumbers are to be required to hold state licen 


$? tor their first licenses, and $1 


; ; 
ne former to pay 


yearly renewal. In addition, contracting plumbers are 


-~o 


he required to file bonds in the sum of $5,000 each 
cruarantee strict compliance with the law and to be lah! 
under the bond tor defects in their work. L. L. Lent, 
Bremerton, president of the Master Plumbers’ State 


sociation, urged upon the conference the importance 


such legislation as the plumbers were asking, declar 
that nineteen states have already passed similar laws 

The MacEImon Plumbing & Heating Co., of Billingha 
recently secured the contract for installation of 
plumbing and heating in a $30,000 apartment house to 
erected in Bellingham by R. C. Stephen, at 700 F 
Holly Street 

The Board of Public Works of Seattle has award 
the contract for plumbing and ventilating in the city c 
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t stat it Westlak Stew St 1 Sixt] 
: to N Ww \ Seattit G6é 55 
te | Doa | ill 
s for tl stallat sys = HIGH CRADE —— 
tel Arie up-to date pl a pret : 
- 7 ~~ 4 it |) \ ' ( | R di | 
elaine titee MET Lacie Alnalin it rr adiator Valves 
| pct |] ? 7 hy ~ hig i? ] \¢ 
; i Y 
tihesing ins three-story an “oe. 2 All Valves thoroughly 
e corner of Fremont Av \ Witsiesh Ger, ) tested and inspected 
Goodwin Realty ¢ — st of about 863.000 before shipment 
| pli i pean. ord rice ; } (’T 7 1% ; 
| * ‘ 
much untavorable comment at a recent meeting of the 
ee Ci ie tk Quick-Opening Union Capitol Brass Works 
eived such a thorough going over that a committee was Radiator Valve DETROIT, MICH. 
ppointed to wait on the City council with the request 
that a new ordinance é Passe Mayor Merrill (rT 
everett, promised the committee that he would bring } 
the matter to the attention of the city council at an UNIFORM EXPANSION 
carly meeting, 
Architects Beezer Bros., ot Seattle. have been commis ' 44 
o 
ned to prepare plans and speetfications for the con- oa 
, 
truction ot a tour-story addition to the St lenatius : ) 
Hospital, 11) { oltax The proposed Structture witli COSt i 4 
eben! ST OL000 and calls Tiyt Tie nstallat ! 7 i rTeamny ‘ A j 
eating system and modern plumbing 
rustees of the St. Luke Hospital, of Spokane, which Showing Little Giant Expansion rew Sleeve Installed 
is recently destroved bv tire at a loss of &12°0.000) re , . . . ' 
the | | m— The Little Giant Expansion Screw Sleeve 
rt a new structure, larger and bette Im every respect does away with the ordinary wedve nut o1 pipe 
Hl] soon be built on the old. site Plans are being pre sleeve, and 1s more convenient to use. Try it 
| ’ salclerr ar Tay } . 17 , ° ; , 
{ | il t 11s Liiiie l , { building ’ hic il ‘\ ii COST not le ~~ pe if rité fy) adéltaiis and pri es. 
il S200 000 S d Mf C S ‘. fs ld M 
Mie -dhtmiling aetestte op Marth Veklcn tac 4006 troche tannar g.Co., Opringfield, Viass. 
il] previous records, according to fieures con piled by the staan neaineaieieiieat neat means : » — . . : 
plumbing inspector. During the month of December. 
! permits were issued which brings the number of such 
] ins {) thie VCa , to ee - h ‘ 1} I Cc] t eit. v 
eat ] pmrovel ent | sil) iti i] 1! | 1! es T C t 
oa > Can’t Leak 
> 4 aw. ~< iy = : : 
‘ You can assure your ¢ LOTmMeTS 
i Cc O Th pertect itistaction in 
1 , ¢--—-- | 
“ a - i a | Syracuse Packless Valves 
= a tor hot Lier © steam radiators 
Portland and Vicinity. j “er aoane 
Peiailt if) } i (] ] i \ la i 
A. P. Schwenter, of the plumbing rm of Kelly & indefinite 
Schwenter, 1259 Belmont Street, Portland, announces his Prices reasonahbl : 
) ' , P are Ho Y 1 
retirement trom the firm Pa tw) Pshsntinh 
) ‘ ‘ 2 ‘ = 1 W rite tO] new Catal _¢ 
Portlands new plumbing code, passed ad Vear ago ana 
ich would have become effective January 28th, will, aC- Syracuse Faucet & Valve Co. 
- ' ae , 1 4 ' : 107 North Franklin St., Syracuse, N. 
cording to a decision recently reached by the city council, 220-224 West 42nd St., New York 
ke effect on April 1st. The additional time is given in 














ler that local plumbers may have an opportunity to 


ose of their old stocks. 








The contract for the installation of a heating plant in on? 7 
he Hexter-Strauss Building, Portland, has been awarded Smith S Jointless Hot Water Attachments 
» Kraft & Co... 389 Eugene Street, Portland. 


llation of steam heating and ven- 


are the QONILY ones that 
vive water circular motion 
and that have no obstruc- 
tion to the natural move 
ment of the water 


lhe contract for insta 
tilating systems for the Columbia River Shipbuilding 
(o."s new building. in Portland, has been awarded to 


his city. This is the second 


Smith’s Maltese 
Heaters 


Appling-Griggs Co., in t 
lding of the Columbia River Shipbuilding Co. to have 
i steam heating system installed by this firm. 

The bungalow of H. P. Madison, a master plumber of 


Portl nd, was destroyed by fire several days ago, 





Ml. N. Sadler has sold his plumbing establishment at a en ae 


Oregon, to B. F. and C. P. McGrew, who have . 
iken charge and will continue the business in the present Charles Smith Company 
on. Mr. Sadler was forced to sell because of ser- Lake and Dearborn Streets Chicago 

















eye trouble which has confined him to the hospital. 








182 DOMESTIC ENGINEERING Vol. LXXVIII, No 


When It’s Zero Weather 











C alifernia 


.——e 
8 








r. 
tr “sn San Francisco and Vicinity. 

that The unprecedented cold weather in the past two week 

ek il. Fire Pots and Torch ure has had some effect upon the California building situatio: 
"i es ie in that the commencement of numerous jobs has bee: 

an 4a postponed tor the time being. The cold was not sever 
th ©. & L. Fire enough to cause any work under way to be discontinued 
an | : yet contractors did not lke to begin new construction 

fri when the weather conditions were so uncertain. Also it 





the time now tor the heavy winter rains. Accordingly 


No, 32 Torch CLAYTON & LAMBERT MFG. CO. is not expected that any new work of importance will 


list Price 
wai — DETROIT, MICH., U.S.A. started until spring. The cold snap was of considerab! 


Discount 
benefit to plumbers in an unexpected manner for the men 




















bers of the trade in this part of the country. For the firs 





time in years water pipes froze and burst in many quarte: 


h . hitherto considered immune, thus causing a rush of repar 
a: am a T e American work. A large part of the California plumbing is expos 
| Closet to the weather, it heing almost unheard of that there 


langer of bursting pipes. The people as a rule do not tak: 


‘ 





is the latest achieve- 


ment in practicabil- the precaution to turn off the water in the basement eve: 








. ity. In a class by on the coldest nights, at least not in the southern a: 
¢ itself for simplicity, central parts of the state. It 1s predicted that there will b: 
ga and durabil- a considerable change in the methods of piping hous: 
‘ ity. : | | é' Z 
& nt after this. One good freeze will more than offset the sa 
; Nothing in Tank bust ing on the simple outside piping. The change will be wel 
Ai and Water. 
rs come, also, as the exterior plumbing work 1s apt to 
Write us today and - lerahle ] : ba 
find out all about it. li? sintiy { oOnsiadefra pnd (FSS rroqm ene Py wn } ¢ POT f 
. from the country districts where iron piping 1s used 
American Valve & | : ppm 


onnection with irrigation. Such pipes are sometimes « 
Tank Co. ! ainage tigau a on when 
INDIANAPOLIS, U.S.A posed to the surtace tor considerable lengths. Chere 


also much damage in connection with greenhouse plum 











A 
y* 








ine. No material damage was suffered in San Francis: 








and the proportion of frozen piping in this immediate vi 


Your Metal Problems Solved ity was comparatively slight, due to peculiar climatic co 


ditions he ‘c. 





We are supplying some of the Architect John J. Donovan, of Oakland, who has mad 
most prosperous Brass Goods the plans for so many school buildings in Alameda Count 
Manufacturers with our sae 

has been commissioned to prepare plans for a high sch: 


} ] +} 


huildinge to be erected in Elko, Nev. The cost of | 
Yellow and Red Brass The building will contain 


building will be about $165,000. 


(H. I. M.) Ingot Metal an auditorium, office and a number « 


struction will be of re-inforced concrete. The plans wi 


f class rooms. C-¢ 


Why not join them? 
Write for information and 
prices. 


provide for a tine steam heating system as well as an 
proved vacuum cleaning system. 
Other Cities in the State. 
Hartman Ingot Metal Co. George Dickson has bought the plumbing business 
2511 to 2525 W. 21st St. Chicago the Fillmore Hardware & Furniture Co., at Fillmore, an 


will conduct the business under his own name. 

















The Board of Education, of Los Angeles, will receiv: 
bids for furnishing the material and installing the plum! 
oe . ; 2 . ° . ‘ 
( serstein ing in a four-room school building to be built on t 
Harbor City School site. 

Cistern and Riveted The Board of Supervisors, of Norwalk, has unanimous! 
Pressure Boilers decided to install fire hydrants. At the coming meeti: 


a committee will recommend the installation of wat 





can be described in one 
word— micters. 


Plans are being prepared by local architects for 





Everlasting , , 
modern hotel to be known as Bijou Inn, to be built 


They not only Jast but give continuous satisfactory 7 hon , 
rvice | ? : : Lake Tahoe. The hotel will contain 60 guest rooms 
Sse {,%- 
; , ‘ 10 haths. 

Made in any size, pressure or capacity desired. eg ; 
Rs v— P. C. Phillips, of Los Angeles, has introduced a 
Write for details . al laa si . - 
into the ass mbly requiring a county license tor plum! ' 


Gerstein Bros. & Cooper both journeyman and master. The bill also defines | 


Coppersmiths qualifications for a master and a journeyman plumber: 
1-3 W. Third Street So. Boston, Mass, Clarence E. Gray has opened a plumbing establishm: 


in the Paul Roth Block. T.amanda Park. 
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Pierce Down Draft Heating Boilers 


Heating Department. 
FOR STEAM, WATER, VAPOR, VACUUM HEATING 


1,211,602 Ventilator. Hosmer W. Leeds, Chicago, Ill. 


be) D. be ¢ itures that n ake Tat Ietticirens 


¢ > ade he : yy } thy } 7 : rf od Open at me , is . ’ 
a ventilator the com ation of a h , "4 : | 1. Magazine Feed 4. 25’. Fuel Expense Saved 
nd to provide an air inlet and having intermediate 2. Down Draft 5. 50°. Less Attention Required 
3. Smoke ao 6. All ve lron 





» ~ > cide le of: ] : ort { he a TTq- 
s ends upon one side thereof an outlet port to the apart ins NE es 


PIERCE, BUTLER & PIERCE MANUFACT URING CORP. 


ment to be ventilated, a vertical partition wall extending 
} ] 





n front of the outlet from the open end of the hood to Brockiyn NEW YORK Philedcishie 
. ai , ‘ar en rant form with the ute Boston Baltimore 
point near the rear end thereof to form with the outer aati a saetiass > sr a gee 


vall of the hood an air entraining duct separated from 





the outlet port by said partition wall. 








1,212,260. Thermostat Ifenry E. Reeve, New York, 


YN. Y. In a thermostat. two curved thermostatic arms 


’ « a 

rranged one to expand inwardly and the other arranged Nico Boilers 
to expand outwardly under influence of heat, means sup- I- d ] R di 

orting each of said arms at one end and with the free S era a 1ators 


ends of the arms closely adjacent and arranged to move T , ‘ . 
salen ena , | ank 
ward each other on intersecting paths in the expansive Heaters Heating Specialties 
eCtio r say ¢ < 1e said “On . c af he arms ty a 
tion of : uid arms, the said tres end t the arn hav Write for Catalog 
¢ contact tips and the contact tip carried by the free 


end of one of the said arms being inclined with respect to [Sa npaua ye "Preah wrrea-2 feb p- 7+ 
; LANF LS Fr AU Avy hed EAT, Le 


’ 


he path of travel of the contact tip of the other arm, 


vhereby to produce in the expansive movement of the 

? mete ~ a New Castle, Pa. 
hermostatic arms a sliding, wiping contact of one con- ; 
Formerly 


tact tip in engagement with the other. 
| | ' The Novelty Iron Co., Canton, O. 



































Results Are What Count 


Mechanica wh use DOUBLE BLAST Gage- 
line Fire Pots know that the maximum amount 
of heat can be obtained from the minimum 
amount of fuel, by using a DOUBLE BLAST 

The letters of the words, “DOU BLE 
BLAST.,”’ aptiy represent many important and 
superior points In the construction and opera 
tion of the DOUBLE BLAST Read them 











over. 
Double Burners Best 
Odoriess Labor Savers 
Unrivaled Aluminum Bronzed 
Biue Flame Safety 
Lasting Time Savers 
Economical 


Leading jobbers handle them If your 
jobber does not handle them, send us 
your order and we will ship direct. Addi- 
tional information and circulars will be 
furnished upon application. 


nail ied Double Blast Mfg.Co. 


Ne. 25 
1,212,260 nod P2d2.287 oe ae ene 7.25 20th and State’Sts., North Chicago, Ill. 


» “Quik - Ope” 


Compression Goods 


] 


8). t reliable line on tn mare 














1,213,108. 














213,108. Valve for Radiators or the Like. Howard 
enyon, West Hoboken, N. J. <A valve for radiators 
the like comprising a casing having means thereon 
lapted to engage a part to which the valve is to be 
tached, and a central bore, a shoulder in said bore, 












valve proper provided with a resilient packing, and a 
parable valve seat having a packing adapted to engage 
d shoulder, said valve proper and valve seat being | jl. 
. . . . turn. Posi- 
ipted to be inserted in said bore from the inner end Ne} ian mation. 
Valve can’t work open and leak. 
The improved stuffing box does 
the trick. 

Made of red metal. Incompara 
finish. Triple nickel plated 














reof, and said valve proper being adapted to open 








wardly to provide a vent from the interior of the 


lator to the atmosphere, and to close inwardly to 
] k for the 7 rade Map 


tZ f . j 
ite for ftatest Catai 


vent entrance of air from the atmosphere when the 


essure in the radiator falls below atmospheric pres- 
Made exclusively 

THE HAYDENVILLE COMPANY 

Haydenville, Mass. New York City 

|: tabli hed }84 


12.287. Combined Nut and Pipe Wrench. Wilbur S. 
on, Mansfield, Ohio. In a wrench provided with a 











ionary jaw, an integral head and handle, said head hav- 
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W. A. R. 


Automatic Air Valves Floor and Ceiling Plates 
Standard of Perfection 
Write for Descriptive Matter 


W. A. RUSS ELL & C QO. 
63 W. 37th Street New York City 








No. 2A Thermostat 


ROBERTSHAW: 


A 


The standard for 30-40 
gal. boilers, and single coil 
heaters or equivalent. Has 

in. gas openings. 





We Make All Sizes 











le 
J apt tt an . 
+ vem Reading Heater & Supply Co. 
[f= wean \:8 Manufacturers 


BASEMENT 


1 READING 


SysSTen 


Tank-in-the-basement System 
For Hot Water Heating Specialties 
For Vapor Vacuum Jobs 
Address Reading, Penna. 


‘ wiatom efecie. Tee 


Sr Seen Flew 


*- ~ 











vi ANITAR DURABLE 
wert 
ALL pnsntesscteded 
xt es ust a Lifetime 
i Display Board 


BAY RIDGE SPECIALTY CO., 
5613 First Ave., Brooklyn, N. 
Originators of this type of Bathroom 


Inc. 


Fixture « 




















A Quiet Pump in Your Home 


You can keep Pump noise out of 
your home b y ke eping out the kind 
of a Pump that makes a noise. 


The Geo. J. Roberts Co. 
Dayton, Ohio, U. S. A. 


Makes 
No 


Noise 

















Cleveland Flush Valves 


Simple Sanitary Satisfactory 


Designed for general use and é — clally where hard usage 
is unavoidable lever or push mm action 
Write for our Special Sample Valve Offer. 


Cleveland Flush Meter Company 
Noble Court and West 2nd Street Cleveland, Ohio 




























The Mouat Graduating Vapor System offers your 
clients a system that operates more quickly than any 
other 

Five minutes after the dampers are opened in the 
morning vapor will start to circulate through the 
pipes at about 212 degrees temperature and the effect 
is immediately apparent 
Write for our booklet. 

FHE MOUAT SQUIRES CO. 
Lu 1240 W. 4th St., Cleveland, O. 


Filters That Filter 


All Types for All Purposes 


The New York Continental Jewell 
Filtration Co. 


Chicago Kansas City 
San Francisco 









New York 
Montreal 
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' — ¢ eway torn erein ans all al ularly related 
perture crossing said guideway and communicating there- 
1 | secured to said head, a spindle pivotally se- 
or oscillation to said pin, a worm cog screw 
! ted on said spindle I Co bination with a 
le-faced ovable separable and reversible jaw hav- 
» s& f rovided wit! ( teeth said shoe being 
idapted t serted in the guideway to slidably engage 
the eway and mesh with the worm cog screw, and 
means arranged between the pin and worm screy 
h is adapted to exert a pressure on the spindle to 
illy maintain the worm cow screw in mesh with the 
teeth of the movable jaw 
1.°11,905. Humidifving Apparat Nicholas J. Yonker, 
Holland, Mu [n apparatu ot the character described 
i close vater container; means for forcing water there 
t in open wa container, having an inlet thereto 
vhereby water may flow from the closed to the open con- 
tainer eans for automatically controlling said flow: and 
ater for heating the water in the containers and 
i] 1711 the \ iter in the open container. 
i.che.uee \utomatr Control Device (Charles bus 
Fortier, Milwaukee, Wis., assignor to Johnson Service 
pany, Milwaukee, Wis., a corporation of Wisconsin 
ly i control device ot the pressure motor type, the com 
ation with the pressure motor and the controlling 
element actuated thereby, of a quick throw device form 
the operative connection between the motor and the 
trolli element and comprising a member movable by 
met a pair of rollers carried by said member and 
movable therein toward and from each other in a direction 
transverse to thie movement of said member: resilient 
rging said rollers together; and a head having 
an enlarged middle portion, connected with said con- 
trolling element and embraced by said rollers 
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1,211,905. 1.212.942 :.382,3 
1.212.234. Thermostatic Regulator. John Charles Lion, 
t Marys, Pa \ thermostatic regulator embodying a 
voke, a band to embrace object in conjunction with said 
yoke, means adjustably connecting the ends said band 
and yoke to tighten them upon the object, a valve cas- 
ing carried by said yoke and having a valve therein, a 


. * 
s? J 
»Pp0T) 


extending around 


said ban 


d and having a high co- 


efficient of expansion, one end of said ribbon being con- 
nected to said valve, and means adjustably connecting 
the other end of said ribbon and yoke. 

1213,405 Air-Valve tor Radiators. Nicholas P. Perts 
Lancaster, Pa. An air valve for radiators comprising a tubu 
lar body adapted to fit wholly within the radiator and havi 
screw-threads at its outer end for attachment to the radiator 
a head formed integrally with said tubular body at said 
threaded end and adapted to fit closely against the out 
surface of the radiator, said head having an opening ther 


t! 


iroug! 


, 
i 


communicating with 


and angular to the tube cham 














an i eo 
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an adjustable and removal apertured pitte screw- 


Use Only the 


ORIGINAL 


Double Drainage Drains 


aded wholly within the inner end of the tubular body, and 


mposition member fitting loosely within the tube and ex 





ble to close the aperture in said plug, and said com 
tion member being reduced at the end adjacent to tu 
} 


forming an annular clearance to provide a continuous 


age Irom the aperture in the head through thie iperture 


The 


Look for 


+} e cy , ’ } : > nancihile aa rr} as t << contracte } 
ie plug when the expansible member 1 ntract Senne “JOSAM” 
You Drain 
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? , . 
6 34 mee ¢ 
c/w ——————= PH EZ Made by 
a s+ t +, #3 ’ P 
ig ea CT JOSAM MFG. CO. 
» a y 40 call : tad RS a | > 29 S. Fourth St. St. Louis, Mo. 
. “ -? + -+> P SS ~ s ; 
the vo | > y Ae RES EASTERN BRANCH. 261 Broadway, NEW YORK 
e TEESE, <6 ard Aw st 
ws” —— 213,405 2 Bt: 
‘A Rok Be 
a ” ; be 
a . i 
1D TES Migd FS 
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, This Adjustment is 
~ } ’ tee ha . . 
Rite Pipe Wrench, Pesse (5, (rnlmore, Panne Pottlii, easily made while 





cm aie Complete 
\ wrench comprising a jaw member having a case hasan qocugmaian liga Line of 
, , ' . Nothing lik Standard 
das a part thereot, an adjustable 1aw member having the market Steam 
extension rack lh ror cd . part tl ‘eot nel re iyved Furnished with the and Hot 
ension rack bar rormed as a part thereol, and received DOLE withowt extra Water 
id case to be capable of endwise movement, a toothe cost Radiator 
Write for 1 Valves 


| 
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A mounted in the Case with the teeth thereof im envave- culars 
ment with the teeth of the extension rack bar, means to turn THE DOLE VALVE Co. 208 No. Fifth Ave., Chicago 


toothed wheel to cause movement of the adjustable jaw 




















the proper relation, and means carried by the means at 





ranved to hold said toothed wheel and arranged to hold said 





| 1 


means against displacement when the proper adjustment ot 
the movable Jaw has been attained. NIEDEC KEN MIXER 
160. Temperature-Booster for Hot-Water Heating 
Systems. Wilbert Edgar Clark, Toronto, Ontario, Canada 
heating systems com For 


7 van 


\ temperature booster for hot water 


a cylindrical portion having a bottom outlet neck and Shower 


i side outlet neck, a main passageway between the outlet 


W riie 
for 
Bulletin 
D-10-X 


; | Lavatory 
CCt ind a by-pass passageway between sald Outlet necks, 
a weizhted valve controlling the main passaveway, a remov- Bath 


alte ave member mounted in the DV-Ppass Passaveway having Sink 
a passageway therethrough, a cup shaped seat communicating Ft 
c. 





with the bottom of the last mentioned passageway, said com- 


ined by-pass passageway forming one of L shape, a re- 
ble plug holding the seat and cage member in position, HOFFMANN & BILLINGS MFG. CO. 
‘7 


it valve mounted in the cage member and a removable seat MILWAUKEE 


tor the valve substantially as described. 























Plumbing Department. 
25.140. Filter. John Andrew, Concord, N. H. A filter 





cluding a housing with an outlet through its bottom, an 





additional bottom member within said housing, having an 

pening coincident with said outlet and a recess in its upper Detroit Valve 
neentric with said opening, and a filtering chamber and Fittings Co. 
downward tubular extension received within the out- Manufacturers of 

late i , a 


d housing, said filtering chamber being seated in Malleable Iron Fittings and 
the recess of said additional bottom member concentrically Drainage Fittings. 
tubular extension and the point of reception of the 


bitter me ed ae aa ca Special Malleable and Grey Iron 
id ' in the outlet of said housing. ° 
- Castings. 











Tapping or Thread-Cutting Device. Arthur C. 
cinnati, Ohio. In a tapping attachment, the com- DETROIT, MICHIGAN 


means for attaching the tapping device to the 


Write for Catalogue 





drill-spindle, a shank and beveled gear attached 





transmitting the rotation of the drill-spindle, an 





tachment spindle, and beveled gear attached thereto to 
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facturers of pipe cleaning compounds, 
t I gaeaiers a consumers 
is the original pipe cleaner—was innovation 
to the plumbing trade—and 1s tully protected by 
T) fents. 
' 
Its meritorious teatures 
: 4 | *) ~ } , Tne sar : 
are evidenced by the number 


of imitations that have been 


reby advised ot 
ur intention to prosecute 


tringers and hold them 





Protect yourself and your trade by 
elling [>] SOLVO exclusively. 

Write for literature 
Manufactured by 


The Chamberlain Company 
Pittsburgh, Pa. 


Powtle ¢ 
I> 


Manufacturing Chemists -_ - 


VW I . h, hy : 
“sanitary way.”’ 


( loset 
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Mr. Plumber, Ask Your 
Jobber for Clebra Com- 


pression Stop and Waste 
Cocks 


You wont get wet 





when opening or 


closing them. 


Nor do vou have to 





open a tixture to 


Clebra Compression 


Stop and Waste Cock 
Potent 


empty the pipe. 











Ask Your Jobber—He Knows 


THE CLEVELAND BRASS 
MFG. CO. 


4614 HAMILTON AVE. CLEVELAND, O. 
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chment spindle, an 


transmit reverse motion to the atta 
' ‘ 1 1 4 1 
gear meshing with both the aforesaid gears, a clutch splu 
} 17 ‘ 
to the attachment indie, and adapted to engage either 
Tr ? r ’ ! ryan? ’ | y r ‘ | > | ‘ " : 1, ‘* 
‘ 2 see biti iit ried a a ¥ CAE ever ror Still 
| ' | . 7 | . a 
uid clutch, a spring adapted to normally hold said me 
ism in reversing motion position, a lug on said yoke Ik 
te , | +h, trier | ’ } ? 7 +h, " r " ' 1 
cA Li ’ fjti Witt) i Liap : Lap { i tf) @Clle ii’ ¢ Lilt material 
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G i c A trip ieve e ena tr Wricil 1s adapted to be 
] } ! . , 24 ] — 
to the trip rod, and a hook on the trip lever adapted to en; 
‘ 1 ' . ’ . 
the yoke lever so as to hold the device in position to tins 
torward rotation of the tap, until the hook 1s released fr 
—— 2 
the lug pressure of the trip on the material being tay 
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£ 1,213,466 


1,213,252 





fitting. Frederick W. Delanoy 
compr! 


1,213,466. Plumber's 
‘red Nelson Delanoy, Alameda, Cal. A _ fitting 


a ring of soft metal, external threads formed on said ring. 
integrally tormed plate extending across one end of 


' 


ring to form a detachable closure therefor, and axially for: 
from one end of said ring for screwine 


lues extending ! 
hitting into position. 


1.213.226. Plumbine Structure. Charles F. Madden. G: 


sow I 
Bay, Wis. A plumbing fitting comprising a pipe retu: 
upon itself to provide two parallel legs of a trap, one 


extending vertically and open at its upper end, a sett 


basin connected to the vertically extending leg below its 
end, an annular ledge formed on the inner wall of the 
tically extending leg below its connection with the set! 
basin, a cap secured in the upper end of the said leg, a 
threaded rod taking through said cap, 
lower end of the rod for co-operation wit! 


and a valve disk 


said annular ledge. 





1,213,343. Water-Closet Structure. David A. Ebinge: 
David H. Ebinger, Columbus, Ohio. A water-closet str’ 
comprising a bowl formed with a peripheral flush 
bracket formed independently of said bowl and arran: 
directly attached to the room wall above the floor 


Sal 


d bracket being formed with a forwardly ex‘endin; 
tion upon which the flush rim of said bowl is arran 


rest, and seat post bolts extending vertically throus 


bowl and rigidly extending said bracket to securely ho! 


bowl in position. 
1,213,207. Lavatory. Charles C. Keller, Cleveland, 
In a lavatory, a rigid member adapted to be secur 


ii 














february 3, 1917 
all and having a chambered portion, said chambered 


n having an inlet on the forward side of said member 


outlet at the rearward side of said member, said inle 


ng at a lower level than said outlet, a basin member havin 


DOMESTIC 


por- 


and 


, 


9 
rearward face adapted to be secured to the torward face 
said tirst member, said basin member ving a chambered 
rtion provided with inlet and outlet, the outlet of the basin 
imber being at a lower level than its inlet and arranged 


the inlet of said first 


in member 1s secured to said 


register with 
wall member. and means fo 


iring said basin member to said wall member 














1,213,207 1,213,229 


1.213.229. Automatic Water-Heater Valve Henry | 
Maul, Detroit, Mich., assignor to The Michigan Stove (om 
pany, Detroit, Mich., a Corporation of Michigan \ wat 
heater valve comprising a casing having a gas chamber, 

water chamber, an atmospheric chamber between said vas an: 


vater chambers, a cap for said water chamber, a 


! 


valve seat member establishing communication between said 


ap and said water chamber, a valve held normally seate: 
against said valve 


hamber, a connection 


said 
between said gas valve and said valve 


seat member, a valve in 


Ras 


set member to cause said valve and member to move in 


synchronism, a spring in said atmospheric chamber adapted 
for moving said gas valve, and means in said atmospheri 
chamber operable from the outside thereof adapted for regu 
lating the expansive force of said spring. 
1,212,104. Combination 
New N. Y. 
filter, the combination with a faucet casing and spout of 
a reciprocating valve mounted in the former, an extension 


Filter 


In a combination 


Faucet and Leopold 
Procker, faucet 


York. and 





n the casing having an opening in the upper side thereof 
and a chamber located beneath the opening, a filter, in- 
cluding a screen cylinder, having a filtering material 
therein removably mounted in the chamber, a cap for 
closing the opening in the extension of the casing and 
having a portion extending into said opening and engag 
ing the upper end of the filter so that it may force the 
filter into the chamber and fill the latter, the said filter 
being out of alinement with the line of motion of the 
itorementioned reciprocating valve. 
News from Rhode Island. 

foundation has just been completed in Providence 

large new baking plant on North Main Street and 
Rochambeau Avenue for the Grocers Baking Co., of that 

The plumbing work, which will be up-to-date in 

particular, will be done by the Tierney-Colgan Co 

t vidence. 

Work also has been started in Providence for the new 
plant to be known as the Providence Base Works, con- 
nected with the General Electric Company, on Atwells 
and llarris Avenues. W. M. Keller has secured the plumb- 
ng contract. 
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Fig. 62. Patented. 
(;arage Drainage Installatio 
fully installed with our “Peerless” line 
When I tally rnese \ \A i | ( 
choked sewers, and othe ince 
para 


Compound Injector and Specialty Co. 
Originators, Designers and Sole Manufacturers of 
DEHN’S SANITARY SAFEGUARDS 
419-421 D. N. LARAMIE AVENUE, CHICAGO, ILLINOIS 


Long Distance Telephones: Austin 543-545 








REAVER 


Square-End Pipe Cutters are now preterre 
y*} _ 
than 100.000 enthusiastic users. Lhey cut pipe Wud 
} \ hn) sr) CY 
and clean without leaving a burt NO reaming 
7 
hling! lhreading dies start easier a last 
7 . } 
Full pipe opening and maximut 
: | } 1 . > + 
Ouicker than wheel cutters \sk te 
~ 
alog D 





The Borden Co. 


WARREN, O. 
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“Beaver’ 
Cutter 
‘ p f cla l 
pipe bends. 


Vyguare 
{ua é 
, , 
heing used oon 


‘Marrishur y 


























[)¢ »\ 


}x» 





LES TIC 





3 


NGINEERING Vol 











LAANVIIT, Ne 






\j Classified Adweria sannasite ¥ 


Advertisements under this heading 4 cents per word per issue, address included. 
To insure insertion copy should be received not later than Wednesday afternoon. 


with order. 


— EEE I ea 





—— 


Send cash 


















Standard Iron Works 


540 50 W. 58th Street, New York City 














THE THREE ESSENTIALS 
PRICE— QUALITY — SERVICE 


ynbined in 


“DURO” 


GUARANTEED 
ELECTRIC HOUSE PUMPS and RESIDENCE 
WATER SUPPLY SYSTEMS 


Send for bulletins and prices 





are aii ¢ 


A 
THE BURNETT -LARSH 
MANUFACTURING CO 














AUTOMATIC FLUSHING DEVICE 
For High and Low Tanks 


CUARANTEED FOR FIVE YEARS 
(sive ! I. tt vy i ever;r' t ¢ Satisfied 


Writ tor details. 


SHERWOOD BRASS WORKS 


1167-75 Jetferson A e. E. DETROIT, MICH. 


















BUELL’S COMBINED 
CARRIER and TRUCK 


is the steamfitter’s best friend. 
Handiest device ever made for 
carrying radiators through nar- 
row halis and difficult places. 
Write for details and prices. 


BUELL BROTHERS 
FULTON, N. Y. 
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Please mention “Domestic Engineering” when writing advertisers. 
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it gives valuable information about 
ADSCO HEATING 
ATMOSPHERIC PRESSURE SYSTEM 














Save on Steam or Vapor with the noted 
oh ASCO 
GRADUATED 
Save on RADIATOR eee due 
Install - V E ad edionanmes 
ation ALV 
cost For Central Station or Individual Boiler 
ADSCO Heating Systems mean greater su 
cess for you without any ra heal Ghanae Grea 

your past practice 
AMERICAN DISTRICT STEAM (OMPANY 

General Offices and Works, North Tonawanda, N. Y. 
New York Chicago Seattle 
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The Water Softening Filter 


To Zero Hardness 

ndu ry a nation-wide car npaign to reate 
sg water’—which only Permutit can sup 
are referred every day to the nearest plum°%er 
ng list. Here is an opportunity to get 
ft water is becoming more 
for the Permutit litera 
plumbers Let’s work toget 
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We 
demand for 
Inquiries 
is on our mail 


a growing busines: tor Ss 


are 


Write 
to 


itv every day 
the offer we ma 
mutual profit 


THE PERMUTIT COMPANY 


30 East 42nd Street NEW YORK CITY 
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